Weath 


Yesterday: High, 83. 
Today: Continued mild 
temperature. 


The 


Low, 66. 
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“WINNIE” IN JOVIAL MOOD—There’s a gleam im 
Churchill's eye as he forgets dignity and formality for 
a moment while pictures of the Quebec war conference 
notables are made. The cameraman caught the Prime 


Minister with this unusual 


Nazis Peace-Hungry— Winnie 
ra ae Peterson, NBC 


NEW YORK, Aug. 


expression on his face. 


reporter in London, said in a broadcast tonight that Great 
Britain was chuckling over this latest Churchillism: 

The Prime Minister was said to have been asked, just 
before his departure for Quebec: 

“Will you offer peace terms to Germany?” 


¢>) 


By eh ens, no! 


he was quoted as replying. “If I did, the 


Germans would accept immediately. 


Strongly-Opposed 
Mixed Drink Bill 


Vetoed by 


By 


Mayor 


HERMAN HANCOCK. 


Mavor Hartsfield last night vetoed the ordinance through | 


ALL-DAY BOMBA 
FRENCH AND DU 


conclusion of the 


“in 


successful 
cilian campaign 


the Allies.” 
New forces were massed at 
strategic points all along the Al- 


lies’ 2,000 - mile Mediterranean 
line. 

There is little doubt that the 
next blow will come soon against | 


ithe walls of Hitler’s European 
| fortress. 


| 


The United Nations radio at Al-| 


igiers told the people of occupied | 


Europe for the second successive | 
night to perfect their pre-invasion 


| 


U.S. Warships, 
By Sicily Coup, Join 
In Shelling of Italy 


By RELMAN MORIN. 

ALLIED HEADQUARTERS IN NORTH AFRICA, Aug. 
19'—(AP)—United States warships freed from coastal duty 
by the conquest of Sicily have joined Allied heavy artillery 
and battle planes in the swelling bombardment of the Italian 
mainland, it was disclosed today. 

President Roosevelt congratulat- | 
ed General Dwight D. Eisenhower 
in a message from Quebec on the 
Si- 
accordance 
with the timing and planning of 


Reds Roll On, 


N arrowing Nazi 


Escape Route 


LONDON, Aug, 19.—(4)—Rus- 
sian tank armies crushing strong 
German counterattacks gained 
seven miles and captured more 
than 30 villages taday in their 
closing grip on Kharkov, it was 
announced tonight in Moscow. 

More than 20 villages also fell 


action might be near. 
New peace demonstrations 


Rome were reported in Bern to-| 
day as soldiers patrolled the north- | 
ern industria] region to check or | 


prevent disturbances, ‘dispatches 
reaching here said. 
Food Crisis. 


Steps by the Italian 


in| kov, 


i 


| 


govern. | 


ment to make Rome an open city | 


were reported today in a 
dispatch to a Bern newspaper, 
which said troops were being 
evacuated from the capital. 

A food crisis was reported in 
the Como region and elsewhere in 
Piedmont and Lombardy where 
hundreds of thousands of home- 


Rome. 


Bryansk, 240 miles north of Khar- 
said the daily communique, 
recorded by the Soviet Monitor. 

A British radio report placed 
one Russian unit less than nine 
miles south of Kharkov, where 
Soviet assault troops have een 
fighting in the northeastern sub- 
urbs for a week. 

A Berlin radio -commentator, 
Captain Ludwig’ Sertorius, 
knowledged that the 
were “attacking with great 
nacity, particularly southeast of | 
Kharkov,” where the Red army | 
had plunged across the Donets | 
river yesterday to capture Zmyey, | 
20 miles below the big Ukraine | 
city. 


' 
| 
i 
i 


: “aale’s se mit 
aC= | ee: 
Russians | 222 3.50e8 
te- | Sea 


WAR-HARDENED 


“TEDDY” 


"IN. SICILY_Bri om 


General Theodore Roosevelt Jr. talks with an elderly 


Sicilian peasant during the 


U. S. Army’s sweep across 


_northern Sicily Ww hich ended in the fall of Messina. 


. 


MENT ROCKS 
H AIR BASES 


LONDON, Friday, Aug. 


munique reported “good bombing 
results” at the airfields which 
were struck after U. S. Marauders 
‘and RAF Mitchells had battered 
‘enemy airfields at Poix and 
| Amiens-Glissy in France. 
| This swelling offensive against 
ithe nests of German air strength 
| in western Europe kept American, 
British, Dominion and Allied air- 
‘men shuttling across the Dover 
'strait nearly all day. 
| Total Allied losses for the day 
| were set at eight fighters and four 
' bombers, although one fighter pi- 
{lot was saved. 
Enemy Losses May Grow. 

Although 50 
were sent crashing, 
losses may exceed that 
when reconnaissance establishes 


the four bomb-pocked fields. 


tresses accounted for 
land, 
derbolt and RAF, Dominion and 
| Allied Spitfires knocked down 18 
| while protecting the four-engined 
| bombers and carrying out their 
/}own aggressive sweeps. 

| In the daylight attacks 
‘France U. S. Marauders got 
‘enemy plane, Allied fighters shot 
down six more, and nine others 
fell as the fighters carried their 
offensive on into the twilight. 


on 


one | 


90 Aircraft Bagged, 


British, Americans 


Report‘Good Results’ 


By JAMES M. LONG. 


20.—(AP)—American Flying 


Fortresses, escorted by U. S. and Allied fighters, hammered 
the German-held airfields at Vlissingen (Flushing) 
Gilze-Rijen in Holland late yesterday, 
enemy fighters to boost the day’s bag to 50 German aircraft. 

A joint “British-, American com-¢ 


and 
shooting down 34 


——— 


The Berlin radio went off the 
air shortly before midnight for 
what was announced as “technical 
reasons,” suggesting the possibility 
of more night raids into the heart 
of Germany. 

Important Operational Base. 


Gilze-Rijen is an important op- 
erationa!l base in a strong German 
fighter plane belt and Vlissigen is 
a big base for German transport 
aircraft and fighters used chiefly 
in protection of German coast 
shipping and for raiding English 
coastal towns. Both are on the 


| Dutch coast near the Belgian bor- 


German planes) 
the enemy's | 
figure | 


der. 


American Marauders swept over 
Poix and Amiens-Glissy in France 


'in the morning and British bomb- 


the damage to parked aircraft on | 


ers followed up the Poix raid with 


| a second pounding of the Axis air- 


The bristling guns of the For-| 
16 enemy | 
planes in the attacks over Hol- | 
and escorting U. S. Thun-| 


fields there. The Americans en- 
countered severe opposition from 
antiaircraft fire and fighters at 
Amiens-Glissy. 


In the later raids over Holland 
weather was unfavorable and one 
formation of Fortresses found the 
target so obscured by heavy over- 
casts it returned without dropping 
bombs. Few Nazi fighters were- 
able to break through the Allied 
fighter cordon. 

In the attack 


Cc ontinued on Page 2, Column ‘ 


on Poix. crew 


enews a 0s 


ee Hg eee 


less Milanese, driven from their 
‘homes by Allied bombs, sought | 
| refuge, 

r battle and left | Dispatches to Bern 


Single Railway Left. 
Germany's besieged. Kharkov | 
now has only a single | 
escape route—the railway leading | 


) city council sought to legalize the sale of mixed alco- 
drinks in Atlanta. 
His action climaxed a long and bitte 


wh cn 
holic 

| Rarrison 
said vast | 


tlanta under existing regulations which prohibit consump- 
tion of liquor in any public place. 


ee  — — 


“See Is Said 
At SWPC Helm 


Temporarily 


By MARIE SMITH 


A reported 


? 


eonftlict woth 


OV CI t 


oi ¢ 


as re 


e commission ie 
ippointment 
~On of Macon. 


the Smaller 


Pron 
W al 
declared 
yundation by 
regional adminis: 


of 
orporation was 
vesterday 


anne 
LUdaills, 


officer of SWPC, who dis- | , 


Dr. Dixon is serving 
and without 
service chooses a per- 

nent director. 
It had been reported that SWPC 
afoul of certain. techn- 
of the civil 
sion when the commission an- 
nced open competitive exami- 
tions for the $8,000 (plus over- 
year position immediately 
Dixon announced acceptance 
temporary basis. These re- 
were unfounded, Adams 


—— 
Ais 


>. es 


- 
_ 


- 


who has been con- 
vith SWPC for several | 
as a specialist in the stu- 
ning program, 
regional director 
ation until a permanent 
to H. R. 
added. Mott could not serve | 


> ‘ ele 


- , 


hae 


said Myers was correct | 
inci! 1g that | the t ecpeneey 


. 


ccsiniadentinn sale side | 
be 


“tive 


the appointment does 
that his temporary 
assure his appoint- 


president of 
iversity. will continue 
regional SWPC director | 
appointment is an- 
Adams declared. Dr. 
as named temporarily by 
General Robert W. 
ational SWPC director, | 
t a conference here. 


vice 
3s 
“~~ 


- 
cil 
e 


. - 


a 


youve got some- 
ng you want everyone 
to know about, don’t yell. 
Just place a Want Ad in 
The Constitution and you'll 
quick results. A Want 
for you—all over 
and vicinity! And 
*s economical to use. 
ve it for yourself! 


Call WA-Inut 6565 
Ask for 4d-Taker 


CONSTITUTION 
"WANT ADS 


~ 


vells 


. 
. ee a an ii 
. 


sGiiia 


The mayor said he will write 
his veto message today to explain 
to councilmen his reasons for the 
veto. The veto and message will 
be submitted at the September 6 
council session. A two-thirds vote 
would be required to override the 
mayor's action. 

* Opposed by Many. 

Hartsfield vetoed the ordinance, 
which passed council by a nine- 
to-eight vote, after a deluge of 
messages reached his office urging 


the | 


salary | 


service com- | 


agreed to | ' 
without | 


Mott is appoint- | 


cause Dixon is a can-! 


him to disapprove it He said 
were three 


lnose flavoring 


'those opposing 


(as Wlahy as the 


measure, 


Several leading church, 
Teacher and other 
urged veto while the Atlanta 
Hotel Men’s Association, support- 
ed by a long list of proponents, | 
sponsored the measure. 
Observers at city hall predicted 
veto even jf there had been 
'no concerted ‘protest, citing 


jority of only one vote, and that! 
a majority of administration stal- | 
warts voted against it. 

Some Who Favored It. 

Supporters of the bill included | 
Aldermen G. Dan Bridges and_/| 
Frank H. Reynolds, and Council- 
men George B. Lyle and Howard 
Haire, all of whom opposed Harts- 
field in his election to succeed 
|\former Mayor Roy LeCraw. 
| Three members of 
| committee—Aldermen Ed A. Gil-| 
liam and Lester Brewer and/ 
'Councilman John T, Marler—were 
among those who opposed passage. 
If it had been sanctioned, the 
/'mayor would have had to look to 
'the police committee to enforce its 
| provisions and might have had 
| little sympathy from committee 
i'members whose views he had not 
followed, observers said. 

The administration also would 
have attempted to restrict 
number of places allowed to sell 
mixed drinks had they been 


Continued | on Page 12. Column 4. 


Limes | 


the 


fact the bill was passed by a ma- 


the police) 


the 


] 


throngs of bombed-out men, wom- 


| southwest from the city, Moscow 


en and children, concentrated in| 


the provinces of Como, Bergamo, 


Varese and Pavia, were causing a | 


grave food problem. 
The hammering of Italy and re- 


' knocked out 


cent heavy air raids on southern | 


France and Rumania, plus 
serves newly built up apparently 
are giving the Nazis and their sat- 
ellites their worst moment in near- 
ly four years of war. 
Emulating its tactics of the pe- 
riod befere the invasion of Sicily, 
the Berlin radio repeatedly broad 
east that large Allied naval and 
merchant forces were concentrat 


ing along the shores of Sicily and 


‘North Africa. 


Parent- | 
organizations | 


launched 
the 


blow 
East 


An Allied 
the Middle or 
equally possible. 

British as well 
‘naval forces struck 
shores, 
force exchanging fire with Italian 
long range batteries 
strait. 


American 
Italian 


as 
at 


re- | 


| perate 
| per 


from | 
western: | 


'most points in French Morocco 1s_ 


| 


a British cruiser-destroyer | 


on Viessina | 
| around 


Allied airmen flew hundreds of | 


Italy. 
chased 


missions over southern 
Aerial “wrecking crews” 


| beaten Axis forces across south- 


le- | 


‘ern Italy, bombing and machine- 
gunning trains, truck convoys, 


small ships and every other type | 
which German | 


of transport in 


| blood and burning tanks, 


and Italian survivors of the battle | 


of Sicily were extending 


getaway. 


American and British field bat- | 


'teries maintained their duel with 
enemy coastal rifles on the 
treme toe of Italy. The Axis 15- 
inch guns were hurling 
pound shells across 

strait. 


thelr | 


dispatches said. 

In Wednesday’s fighting the 
Russians said their armies 
89 tanks and shot 
down 95 planes. 

Moscow said the Russians firm- 
ly held the initiative. 

The charging Russians, rolling 
forward again after a three-day 
halt, narrowed the German escape 
corridor to the southwest by the 
hour, 

The German plight was so des- | 
that the Moscow newspa- | 
Pravda said the Nazi com- 
mand had ordered the garrison to 
fight to the last mah and was even 
placing wounded convalescents in 
the front lines. Slightly wounded 
were not allowed to leave their 
posts, Pravda added, quoting pris- 
Oners, 

Russian Grip Tightened. 


The capture of Zmyev,-20 miles | 


south, and Oposhnya, 73 miles 
west of Kharkov and 25 


north of Poltava, tightened 


the beleaguered cify. 

The Germans were counterat- 
tacking again and again in an ef- 
fort to break the strangling bear 
hug, but Moscow said all these 
blows bogged down in a welter ot 
Despite 
the increasing peri to the German 
garrison, 
tempted evacuation. 

The German communique, 


corded from radio Berlin by The 


ex: | 


2,400- | 
Messina | 


The lighter but more rap-/ that 


idly loaded Allied guns smashed | 


back. 

Meanwhile it was officially an- 
nounced that two complete Ger- 
man divisions and the entire Ital- 
ian Sixth Army were wiped out 
in the Sicilian campaign as cas- 
ualties or deserters. 


river 
‘column threatened to carry out a 


The Sixth Army, composed of | 


, Continued on Page 12, Column 6. 


| junction southwes’ 


Associated Press, said tiie whole 
front from Leningrad to the Black 
sea was ablaze with violent Rus- 
Sian attacks which the Nazis said 
were repulsed uniformly. 

The Red army advance guard 
pushed through Oposhnya 
81 miles from the Dnieper 
city of Kremenchug. This 


Was 


new flanking maneuver despite 
jolting German counterattacks. 
Threatened Poltava, 25 miles 
south, is an important railway 
of Kharkov. 
As the Germans «retreated 
through ripening grain fields, they 
destroyed crops by dragging nets. 


er re a 


British Mission Arrives in U. S. 
To Map Drive Against Japan 


WASHINGTON, Aug. 19.—(4)—+4 


The British information service 
said tonight that a special British 
mission headed by Major General 
J. S. Lethbridge, Royal Engineers, 
‘has arrived here for studies look- 
‘ihg to “maximum British co-oper- 
|}ation with the United States in fu- 
‘ture operations against Japan.” 

| The mission is composed of offi- 
‘cers from all three British fighting 
services, most of whom have 
served in the Far East. After com- 
pleting studies in this country it 
will move to the Pacific battle 
fronts for first-hand surveys. 

The information service an 
agency of the British government, 
said the group was formed after 
|'Prime Minister Churchill in his 
,Guild Hall speech of June 30 last 


} 


been crushed “every man, every 


ship, and every airplane in the 
King’s service that can be moved 
to the Pacific” will be sent there 
to aid in smashing the Japanese. 


“General Lethbridge’s mission 
to the United States and the Pa- 
cific,” said the announcement, “in- 
dicates that the British govern- 
ment does not consider it prema- 
ture to formulate plans for its fu- 
ture operations against 


monwealth 
bined 


‘other members of the British com 
when their full com 
forces can be ‘brought to 
bear against the common enemy 
in the Pacific.” 


In their talks with American of- , 


Japan in| 
concert with the United States and | 


miles | 
the | 
Russian grip on the whole salient) 


there was no Sign of at- | 


re- | 


3 Killed, 15 Are Injured 


In War Plant Explosion 


Bomb and Burn Bankhead Says Crop 


PolicyPromised 
At War Parley 


| By JOHN M. HIGHTOWER. 

QUEBEC, Aug. 19.—(4)—A dra- 
matie assertion that the Anglo- 
American high tommand in its 
secret session here is planning 
ways to “bomb, burn and ruth-| 
lessly destroy” both Germany and 
Japan came tonight from the first 
high official to make a _ public 
statement on the progress of the 
historic Quebec conference. 

The spokesman was Brendan 
Bracken, British minister of infor- 
mation, and a_ frequent visitor, 
since he arrived here late yester- 
day, at the Citadel 
dent Roosevelt, Prime 
Mackenzie King, of Canada, and 


Prime Minister Churchill, of Great | 
carry on their discussions, | 


Britain, 
Plan Woe for Axis. 

While Bracken refrained from 

giving any details of the strategy, 

saying those would be 

only by “admirals, generals 

air marshals” in action, he made 


about the plans in progress: 

“These plans are to bomb and 
burn and ruthlessly destroy in 
every way available to us the peo- 
ple responsible for creating this 
war. 

At another point he said that 
to. him the war 
the war against Japan were all 
“one war,” and he reiterated the 
pledge made by Prime Minister 
Churchill in Washington last May 
that when 
of the conflict is won “the whole 
might of the British Empire will 
be given over to the task of crush- 


Ppromised that when Germany has*ficers here and on trips to mili- 


tary and naval establishments 
throughout the country members 
of the mission will study tactics, 
weapons, supply, transport, com- 
munications and medical services 
as they relate to the Pacific war. 

By these studies and later visits 
to the battle zones the British hope 
to be “able to lay the logistical 
foundation for the British contri- 
bution to future campaigns against 
the Japanese.” 


Besides General Lethbridge the | 


group includes Brigadier H. Bart 
lett, Roval Signals: Rear 
F. H. W. Goolden and Surgeon 
( again H. W. Fitzroy Williams, 
Navy, and Air Commodore L. L. 
MacLean and Group Captain W. 


R. Clements, R. C. A. F, 


§ 


ing the Japanese, who are a 
savage, ruthless people.” 
Invasion Time Near. 
Bracken, quick and sometimes 


biting in his speech, used the word | 
At one) 
point he spoke of the President | 
“re. 


“ruthless” frequently. 
and the prime ministers as 
spectable but ruthless gentlemen.” 

The Brit’ \’s comments empha- 
sized the tinality of much of the 
present strategy planning even as 
he spoke signs multiplied that the 
time for the invasion of continen- 
tal Europe is at hand. 

The general situation suggested 
the Allied high 


| that 
ing to knock Germany out of the 
war by strategical 
had given a “go ahead” 
the massive amphibious 


order 


| Continued on Page 12, Column 3. | 


where Presi- | 
Minister | 


revealed | 
and 


this general statement when asked | 


in Europe and/| 


the European phase. 


command 
had definitely decided against try- 
Admiral | 
bombing and. 
to! 
forces 


Controls 


Must Stay 


By ROMNEY WHEELER. 


JASPER, Ala., Aug. 19.— 


(AP)—Wartime suspension of 


| basic crop quotas poses the nation’s biggest postwar domestic 


problem, 
said today. 


War Summary 


By The Associated Press. 

CENTRAL EUROPE — Allied 
planes bomb German airfields 
in France and Holland. Nazis 
reported sending troops to de- 
fend northern Italy, meanwhile 
moving government from Ber- 
lin. Peace demonstrations re- 
ported in Rome. 


RUSSIA—Soviet tank troops near 
Kharkov, take 30 villages; anoth- 
er army converging on Bryansk, 
takes 20 more villages. 


MEDITERRANEAN — U. 
join bombardment of 
mainland. 


AMERICA — Quebec 


S. ships 


Italian 


conference 


responsible for starting the war, 
spokesnran says. 
voices praise for teamwork of 
Sicilian campaign. 
PACIFIC — Allied troops tighten 
grip on southern approaches to 
Salamaua. Page 2. 
Oa. 
Mild Weather Today 
Promised in Forecast 
| Continued mild weather may 
be expected by Atlantans today, 
Weatherman Glen Jefferson said 
yesterday. 
The high reading yesterday was 


83 degrees while the low was 66 
degrees. 


WF Sitaliitpdcntinncsiin 
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Army and Navy news. 
Classified ads. 
Comics. 

Daily cross-word puzzle. 
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21, 22, 
*) 


planning to destroy the people 


Roosevelt! 


Senator John H. Bankhead, Democrat, Alabama, 


+ 


Arguing that without production 
control an upward spiral in pro- 
duction and a downward spiral in 
prices would be inevitable, the sen- 
ate farm spokesman Said in an in- 
terview that postwar agricultural 
planning was essential. 

“T think,” he said, “that the most 
important problem ahead of us is 
the continuance or 
of quotas on basic crops.” 

Bankhead observed that unlim- | 


ed in disastrous decline in farm 
income. Pegging of prices with 
gcvernment loans, he continued, is 
fruitless unless it is coupled with 
‘a program of crop control. 
“Loans are based on control,” 
he said. 
' production control.” 


Years beyond the war's end, Bank- 
head explained, but added: 

“The end of the war is bound to 
‘bring a reduction in farm prices 
ir. the transition period. Loans 
are based on parity—but what is 
|parity going to be? Parity is based 


on the price of things the farmer | 


the price of what he| two buildings after firemen from 


'four municipalities and two fire- 


buys, but 
sells always goes down faster than 
the price of the things he buys. 


abandonment | 


| 


ited production invariably result: | 


| Tison, 
“You have got to have) 


\LinieDoonat FiRel 
Raked by Fire 
In New Jersey 


KEARNY, N. J., Aug. 19. 
An explosion and fire destroyed 
three buildings of the huge Con- 
goleum-Nairn, Inc., plant here to- 
night, leaving a toll of three 
known dead and 15 injured, eight 
critically. . 

A company spokesman 
|eight others were missing. 
Chief Charles Burnett, of New- 
ark, estimated that the number 
'of missing would total 49. 

The dead: 


James Minnis, 43, of North Are 
lington. 
; James Gajesby, of North Arling- 
on. 

Edward McEnteny, 60, of Har- 
who died in West Hudson 
hospital four hours after the ex- 


said 
Fir 


| plosion., 
The present program of 90 per | 
tent parity loans will extend two | 


Burnett said the destruction ap- 
parently resulted from an explo- 
sion of cork and linoleum dust 
in the No. 12 building which cre- 
ated a blast “more terrific than 
dynamite” 

Excavate. 


Rescue workers dug for the 
missing under the wreckage of 


| boats on the adjacent Passaic river 


“If we can keep production con- | 


to fit supplies to demand, 
avoid the 


| trol. 
will 


we | 
horrible financial | 


suffering visited upon farmers in) 


every previous business slump.” 

“Wheat and corn,” he said, “may 
find demand in foreign countries 
after the war, 
cotton ‘as increased 
countries faster 
say nothing of creation of substi- 
‘tutes for cotton. To the -cotton 
‘grower pcstwar cfop restrictions 
‘will be absolutely vital.” 


in foreign 


Ruler Congratulates 


Tommies, Churchill 
| 


LONDON, Aug. 19.—()—After 
congratulating today the forces 
which won the Sicilian victory, 
King George VI sent his congratu- 
lations to Prime Minister Church 
‘ill, who also is defense minister, 
for those who planned and organ 
iz the campaign. 

Churchill replied with thanks 
and expressed the determination 
of all “to undertake with all pos- 
sible energy whatever § further 
i\tasks may lie ahead.” 


en workers were 
critical 


but production of | 
' home. 


than demand—to | 


‘at work 


jing on war 


fought the blazing ruins. 
third building was ignited 
flames from the other two. 
At West Hudson hospital, sev- 
admitted with 
injuries and three others 
whose injuries were less severe 
were treated and allowed to go 


The 
hs 


One of the latter, Andrew Mc- 
Arthur, 41, a machinist who was 
at work in an adjoining building 
when the explosion occurred. told 
of being knocked off his feet by 
the force of the blast. 

“It was like a vacuum,” he said. 

Between Shifts. 

He said the explosion occurred 
between shifts. A half hour later 
there would have been 300 men 
in the No. 12 building, 
he added. 

Federal Bureau of Investigation 
agents shut off streets surrdOund- 
ing the sprawling plant Many 
plate-glass store fronts in the area 
were shattered. The Congoleum- 
Nairn Company is one of the 
world’s largest producers of lino. 
leum products and had been 
orders. 


worke 


2—The Atlanta Constitution 


Friday, August 20, 1943 


Rudy Vallee To Wed 


Girl Met 


By 
Motion Picture 


HOLLYWOOD, Aug. 


pretty little actress. 


Newspaper Picketed 
On Account of Pegler 


NEW YORK, Aug. 19.—(#)—A 
union-estimated 2,500 members of 
the National Maritime Union 
picketed the New York World- 
Telegram building today for an 
and 45 minutes, protesting, 
picketers said, statements appear- 
ing in Westbrook Pegler’s column 
about the Merchant Marine. 

Finally, a delegation of i0 men 
and women presented to the pa- 
pers executive editor, Lee B. 
Wood, a letter demanding that 
Pegler’s column “be eliminated 
in the interests of greater unity 
of the American people to win the 
war.” 

Wood said he read the letter 
“with interest” but would with- 
hold comment until later. 

Pegler issued a statement 
which he declared 
that |] said was true.’ 

“Herd up’ that used stove. heat- 
er, fur coat, radio, gun, etc, and 
“corral” cash by advertising them 
in the Want Ads of The Constitu- 
tion. 


hour 


in 


LOUELLA 


Editor International News ; 
19.—(INS)—The exclusive an- 


nouncement of Lieutenant Rudy Vallee’s engagement to 
pretty 18-year-old Betty Jane Greer was given to this writer 
today by the happy young couple. 
diamond engagement ring on the proper 


and was given 


'a sensation. 


“everything | 


' nette. 


on Cover 


O. PARSONS, 


Service. 


Rudy has just put a 
finger of the 


They do not, however, expect 
to be married until after the war, 


since Rudy’s work as a band lead- 
er for: the Coast Guard Reserve 
takes him away from Hollywood 
so much. 


The way Rudy met the little 
Greer girl is interesting. She 
modeled the WAC costumes about 
a year ago and was photographed 
by a national magazine. Rudy 
saw her picture, called her long- 
distance and told her she ought 
to come to Hollywood. She came 
a contract by 
Howard Hughes, but has not yet 
appeared in a movie. 


Rudy feels Betty Jane has great 
talent as a singer and will go far 
on the screen. She has appeared 
with him at a number of the 
camps and he says she is always 


This is the first marriage for 
Miss Greeer and the second for 
Rudy. His first wife was the 
late Fay Webb, 


The little Greer girl is blonde, 
‘although she photographs bru- 
Ever since she came to 
Hollywood various studios have 
tried to borrow her, but Hughes, 
who always keeps his contractees 
for his own movies, when he 
makes them, has said no. 


SS 
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Growing Girls’ 


Sport Oxfords 


Leather 
or 
Rubber 
Soles 


Ideal styles for comfort-loving growing girls. 
newest patterns included in group in brown, black, an- 
Select yours today! 


tique and combinations. 


Lowest Prices on Children’s 


School 


sSainsiee ROPER SBN 


"“Ganstaaien Staff Photo—Bill Mason. 


VICTORY V GLOWS—The V for victory glowed brightly last night in the Techwood- 
Clark Howell Homes following a candle-lighting service in the community building, as , 
300 candles, representing the 300 residents of that section who are now in the armed 
services, were set ablaze. Here Mrs. J. B. McDonald, mother of Bobbie McDonald, 
now on duty in the Pacific with the Navy, is lighting a candle in honor of her son. 


Jungle Troops 
Continue Drive 
On Salamaua 


ALLIED HEADQUARTERS IN 
THE SOUTHEAST PACIFIC, Aug. 
20.—(Friday)—(#)—Allied jungle 
troops have tightened their grip 


on the southern approaches to'Ja- 
pan’s air base of Salamaua, the 
high command said today. 

In slow, methodical fighting, Al- 
lied jungle troops have been hack- 
ing away at enemy ridge positions 
for some time within five miles 
of Salamaua, a base largely in 
ruins as the result of being pound- 
ed within the past month by more 
than 1,000 tons of Allied bombs. 

Seven hundred and fifty miles 
to the west on the other arm of 
the Pacific offensive, Americans 
are liquidating Japanese resistance 
on small islands off New Georgia 
near to the captured air field of 
Munda, today’s communique said. 

From some of these isles, the 
enemy has been shelling Munda, 
prompting the Americans to attack 
them from the air. 

The communique reported the 
shooting down of two out of six 
Zeros encountered over .southern 
Bougainville; 150 miles above 
Munda. 

The communique again was si- 
lent concerning the mop-up cam- 
paign against last Japanese resist- 
ance on the Kula gulf shore of 
New Georgia but it said light sur- 
face units, presumably PT boats, 
dispersed barges in that vicinity 
as well as near the enemy air base 
of Vila across the gulf on Kolom- 
bangara. 

Two miles off Munda on the 
small island of Baanga, “a small 
enemy pocket of resistance which 
has developed is in the progress 
of liquidation,” the communique 
added. 


All the 


Shoes 


Select Now Before the Rush 


SOUVENIRS! 


MOTHERS! Brooks 
sturdy shoes fit bet- 
ter—wear longer— 
and, as usual, 
Brooks  undersells 
Atlanta in shoes for 
the family! 


BROOKS 


82; WHITEHALL ST...Next to W. T. Grant Co. 


Above the New Guinea 
scene, four-engined 
tacked a 7,000-ton 
chant ship near Kavieng, New 
Ireland, and scored near misses, 
which often are damaging. 

Closer to New Guinea, in the 
ceaseless air war against Japan’s 
supply lines, long-rarige fighters 
swept the New Britain coast from 
Cape Orford to Cape Archway, 
strafing barges. That is below Ra- 
baul in the region of Wide Bay. 

Other barges were blasted by 
four-engined bombers near Lae. 
15 miles above Salamaua. and on 
and approaches to Salamaua it- 
se 


battle 
bombers at- 
Japanese mer- 
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Welfare League 


Names Artists 


The Constitution’s 
Marietta News Bureau 
MARIETTA, Ga., Aug. 19.—As 
a part of the extensive entertain- 
ment program for newcomers 
here, the guest artists who will 
take part in the music and theater 
season were announced today by 
Mrs. Banks DuPre, president of 
the Junior Welfare League and 
sponsor of the program. 
Josephine Antoine, Metropolitan 
soprano, will appear at the Brum- 
by Center in November, and on 
February 2, the Hawkins and 
Land dance team will be present- 
ed. Frederick Jagel, Metropolitan 
tenor, will appear April 20. 
Proceeds from the nerformances 
will be for the benefit of the un- 
dervrivileged children of the Ma- 
rietta district. 


DOWNSTAIRS 


ISHOE 
STORE 


—— eee 


Service Stars, 


THE CONSTITUTION, 
Atlanta, Ga. 


ee ee 


' Wear one of these dignified sterling 
wih silver service stars in honor of your 
loved ones in the service. They may 
be obtained at the Want Ad desk of 
The Constitution for 2 
cents federal jewelry tax 
Or, if you prefer, you may mail in 
this coupon with 25 cents for each 
star—the added 3 cents to cover 
postage and handling. 


The answer to “How to Get 
More Business’”—Use Constitution 
Want Ads regularly. They’re de- 
pendable. 


TURN OFF 


Running Nose, 
Watering Eyes, 


cents, plus 2 


HAY 


Enclosed find 


for which please 


sterling silver stars to: 


send 


it helps to relieve itchy, smarting, watering 
eyes, runny nose, sneezing attacks and 


Name 


headaches... how it acts to ease breathing. 
Tasteless, small capsules... equally effec- 


Address 


tive for symptoms of rose fever, nasal 
catarrh and hay asthma. Just take as 


City 


Fees ee ee SP SSS SFB See eee Ce 222228 


you are not entirely satisfied. At your 
druggist. *Formerly known as RINEX. 


a | 


Sneezing, Head- | 
achy misery of | 


> FEVER. 
6 | 
See the difference in the comfort you en- | 


id when you use Dr. Platt’s Cal-Rinex | 
ormula*, Note the prompt way in which | 


directed. Purchase price gladly refunded | 


August 27 Set as Date 
For Jap Prisoner Mail 


WASHINGTON, Aug. 19.—(P)— | 
The War Department announced | 
tonight that the time for mailing | 
packages to prisoners of war and 
civilian internees in the Far East 
has been advanced from Septem- 
ber 15 to August 27 because of 
a change in the sailing time for 
the exchange ship Gripsholm. 

The announcement said that all 
persons who had received labels 
from the provost marshal general 
authorizing packages to be sent 
should have them in New York 
by midnight of August 27. 


Large Dairies Hit 


By Feed Scarcity 


H. B. Henderson, head of the 
University of Georgia’s dairy de- 
partment, said yesterday that the 
scarcity and rising cost of feed are 
hampering milk production by the 
state’s largest commercial dairies. 

The statement was made in a 
report to the regent’s office, as 


' the State Milk Control Board made 


efforts to obtain higher prices for 
milk producers. 

A committee of dairymen, ap- 
pointed by the milk board, met 
here yesterday to study answers to 
a questionnaire sent out by the 
board last week, seeking data on 
milk prices. The board will meet 
today to act on the committee's 
recommendations. 


Europe Blasted 


Continued From First Page. 


members said they saw a string of 
high explosives bursting in fuel 
dumps. No fighter opposition was 
encountered over Poix. 

95 Enemy Planes Downed. 

Belated reports on the July 17 
daylight raid by American Flying 
Fortresses on Germany’s sprawl- 
ing Schweinfurt ball bearing 
plants revealed, meanwhile, that 
the big bombers were believed to 
have shot down at least 95 enemy 
fighters during the raid. 

The American planes blasted 
their way through fighters attack- 
ing in relays of 20 to 30 every 
few minutes over the target area, 
it was announced, 

Results of reconnaissance photo- 
graphs taken of the Regensburg 
Messerschmitt factory which was 
attacked by another formation of 
Fortresses the same day showed 
“very extensive” damage, the re- 
port said. 

The big American craft which 
struck the hard blow at Hitler’s 
fighter plane factory in southeast- 
ern Germany flew on to Mediter- 
ranean bases to complete the first 
daylight shuttle-bombing raid on 
Germany of the war. 


WLB Approves 


Georgia Power 


Pay , asatiale. 


An established new pay rate 
permitting increases of from $3 to 
$15 per month for 1,237 employes 
of the Georgia Power Company 
whose pay now ranges from $84 
to $228 per month was approved 
yesterday by the Fourth Regional 
War Labor Board. 

Making the new pay retroactive 
to March 1, the board said the in- 
creases will depend on the job 
classification and length of serv- 
ice of employes. 

At the same time the board ap- 
proved, retroactive to May 15, in- 
creases averaging 10 cents an hour 
to 55 employes of the Judkins 
Lumber Company, Savannah, who 
now receive from 35 to 87 1-2 
cents an hour, with the majority 
receiving less than 50 cents an 
hour. 

They also approved establish- 
ment of a rate range of from 45 
to 60 cents an hour to firemen, 
trimmermen, utility men, edger 
men, derrick operators and block 
setters of Reynolds-Manley Lum- 
ber Company, of Savannah. The 
approval was retroactive to May 


17. 
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Kitchen Names 17 Men 
As War Food Advisers 


Appointment of 17 men to an 
advisory committee to work with 
the War Food Administration on 
fruit and vegetable problems in 
this area was announced yester- 
day by C. W. Kitchen, deputy 
director of the Food Distribution 
Administration. 

Named on the committee were 
representatives of all branches of 
the produce trade, whose func- 
tion will be to work with govern- 
ment agencies on food orders and 
co-operative wee” inal 
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uU. 3 Surplus Income Set 


At Thirty-Seven Billion 


WASHINGTON, Aug. 19.—(4)— 
The Commerce Department, re- 
porting the national income reach- 
ed “the unprecedented annual 
rate” of $143,000,000,000 in the 
first six months of this year, esti- 
mated tonight that Americans will 
have nearly $37,000,000,000 of 
1943 income left over at the end 
of the year, even after they’ve 
paid their taxes. 

Writing in the department’s 
monthly “Survey of Current Busi- 
ness,” George Jaszi, of the Bureau 
of Foreign and Domestic Com- 
merce, said such net savings “in- 
clude windfalls ...and... ex- 
ceed the amount of voluntary sav- 
ing which constitutes an offset 
against inflation.” 


HOT FRESH ROASTED 


ROASTED 
cerone .\ Cap us. GF 3: 


IN THE SHELL If 
‘ { 


27 SOUTH 
BROAD ST. 


Between Viaduct & Rich’s 


MIXED NUTS 89. 


“Salted in Pure Creamery Butter, Freshness paar 


‘AT THE TWO PEANUT STORES: 


a 


167 
PEACHTREE ST. 


Next to Paramount Theatre 


BUY WAR BONDS AND STAMPS 
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Medal Given Georgia 


West Point graduate and veter-| capturing four important loc ali- 


an of two wars, Major General | 


John H. Hester, of Albany, Ga.,| 


was recently 
awarded the 
Legion of Mer- 
it for “excep- # 
tionally meri- 3 
torious con- 
duct” in the 
Solomons is- 
lands area, the 
War  Depart- 
ment announc- 
ed yesterday. 

The citation 
disclosed that ga 
General Hester Se 
was command- #& 
er of occupa- 3 
tion forces in 


the New Geor- HESTER. 


ies. He was also commended ‘for | 


, und |f 
planning and yen “y 2 tion hospitals behind 


forces in the occupat 


Russell islands, north of Guadal- 3 


canal, last fall. 


His wife, Mrs. Leila Richardson | 


Hester, lives at 124 Peachtree Me- 
morial drive, and they have two 
sons in the service, Lieutenant 
Colonel Henry P. Hester, of an ar- 
mored division, and Lieutenant 
John H. Hester Jr., Army Aijr 
Corps, who is. stationed at Char- 
lotte, N. C. 


No debate necessary to prove 
the value of Constitution Want 
Ads. Phone WA. 6565. 


Vv 
Good used bikes are in demand. 
They put cash in your hand when 
offered through the Want Ads of 


gia campaign and succeeded in\The Constitution. 


General \U: S. Troops’ Death Rato 


In Hospitals Is Very Low 

DENVER, Aug. 19,.—(P}—Deat n 
ate of U. S. soldiers in evacua- 
the front 
lines is averaging from 2 1-2 to 
.-s per cent compared with 
17 1-2 per cent in the last war, 
Major General Norman T. Kirk, 
U. S. Army surgeon general, de<- 
clared today, crediting the reduc- 
tion chiefly to blood plasma. 


- 
Every day Constitution Want 
Ads start many people on the high- 
way to happiness. 


TILE ROOFS 


EXPERTLY REPAIRED 


TIP - TOP ROOFERS 


JA. 3039, 221 Marietta St. 
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The modern way to make your old furniture look fresh and new, 
furniture from dust and wear! 


SMOKERS 


$ 4° 


Just Charge It! 


GLASS TOP 
COFFEE TABLE 


$ 5° 


Just Charge It! 


FURNITURE!: 


Easy Terms at Rhodes-Perdue! 


[BUY WAR BONDS!] 


SMART SURE-FIT KNITTED SLIPCOVERS 


hai . $45 For Sofa . .« “—— 


On Easy Terms! 


Wide selection of patterns, 


4-PC. MAPLE FINISH BEDROOM 


§g4qe 


0% Cash—$1.50 Week 


Bring lightness, cheerfulness and charm to your boudoir with this maple finished suite! 
Includes panel bed, vanity with large swinging mirror, chest of drawers, bench! Easy terms! 
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colors to fit standard types! 


DRAPERIES 


$ 595 


Just Charge It! 


Hear Our Radio Program 


SOUTHLAND 
ECHOES 


Featuring the 
Golden Gate Quartet 


WAGA 


Monday Through Friday 
at 4:15 P. M. 


Sunday at 10:15 A. M. 


hode s-Perdue 


FURNITURE 


¥ 


[COMPLETE HOUSE: F FURNISHERS 


P £93899 155 Edgewood Ave. @@@@@ ~* 


COMPANY 


. Wars. 
s > 


Lip ¥y 


to protect your new 


‘s 


STROLLERS 


$4495 


On Easy Terms! 


STURDY 
HIGH CHAIRS 


$695 


Just Charge It! 
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| didn’t get back to us until noon | 
| of the next day.” ! 

| The two natives found the sur- 
| vivor group Thursday afternoon. 


bearers s Son, Skipper of PT, 
| Saturday night a little after mid- 


_ Outwits Japs, Saves Crewmen night our rescue Doat guided by a | 


By LEIF ERICKSON. coast. About 2 p. m. Kennedy de- | | native pilot went in the twisting | 


Friday, August 20, 1943--_—_——The Atlanta Constitution—2 


Torch Singer 


Also Works 


WPB Order Eliminates Frills| 


On Knit Garments for Duration 


“torch singing” for service men. 

She’s appeared on shows at Fort 
McPherson, Conley, Lawson Gen- 
eral Hospital, Naval Air Station 
and Fort Benning. ‘ She usually 


U. S. TORPEDO BOAT BASE, 


= |New Georgia, Aug. 8.—(Delayed) 
so | (P)—Out of the darkness, a Japa- 
* |nese destroye: appeared suddenly. 
* \It sliced diagonally in two the PT 


2 gee | boat 


skippered by Lieutenant 
'(j.g.) John F. Kennedy, son of the 
‘former American ambassador in 


# “<2 |London, Joseph P,. Kennedy. 


| of 


Crews of two other PT boats, 
patrolling close by, saw flaming 
high octane gasoline spread over 
the water. They gave up as cer- 
tainly killed that black morning 
Monday, August % Skipper 


m@ | Kennedy and al) his crew. 


ie 


Constitution Staff | Pbbte~-Kay Cain. 
DOUBLE ANNIVERSARY 
— Judge Robert L. “Russell 
had double reasons to cele- 
brate yesterday—it was his 
43d birthday and his third 
anniversary on the bench. 


Judge Russell 
Marks Two 


Anniversaries 


Although there was reason for 
celebrating because yesterday 
was his 43d birthday and also his 
third anniversary on the federal 
bench, Judge Robert L. Russell 
spent the day working as usual 
and on the bench. 

Judge before court adjourned, 
officials and attaches of the 

urt, clerk’s office, marshal’s of- 
fice and probation office  pre- 
sented the judge with a basket of 
“anniversary” flowers conveying 
the congratulations of the person- 
nel-of all the offices. 

Repre senting the various offices 


Charles H Cox, Aer t 
Andrews, district attorney; Fred 
L. Beers. clerk. 


probation officer. 


| 
| 
| 


M. Neil | 


One among a small group of the | 


voungest pam judges 
United Stat Judge Russell was | 
sworn into "fodgeahi on August) 
19, 1940. on 
when a second judgeship for the | 
m rther rn district of Georgia was 
create: 

He is the son of the late Rich- 
ard B. Russell Sr., chief justice | 
of the Georgia supreme court and | 
a brother of United States Sen- | 
Richard _ Russell Jr. 


SUMMER RESIDENTS. 
CLAYTON, Ga.., 
mer residents 
are 
and canning foods in the local 
cannery, Mrs. L. H. Callaway, 
home demonstration agent reports. 
Since many of them have never 
preserved foods before, 


ator 


in Rabun county 


most of | 


in the! 


his 40th birthday, | 


Aug. 19.—Sum- | 


buying produce from farmers | 


them sought help from’ the home | 


agent. 

Change to a better 
Many are offered daily 
tution Want Ads. 


used car. 
in Consti- 


, away 


Put Lieutenant Kennedy, 26, 
and 10 of his crew were rescued 
today from a small coral island 
deep inside Japanese-controlled 
Solomons territory and _ within 
range of enemy shore guns. 


l was aboard the PT boat mak- 
ing the rescue. Two men of Ken- 
nedy’s crew were lost. 


Those who survived with Ken- 
nciy were Ensign Leonard Thom, 
executive officer and former Ohio 
State tackle; Ensign George Hen- 
ry Robertson (Barney) Ross; Ma- 
chinist’s Mate Patrick, H. McMa- 
hon, 39; Machinist’s Mate Gerald 
E. Zinser; Gunner’s Mate Charles 
Harris; Radioman John Maguire; 
Machinist’s Mate William John- 
ston; Ordnanceman Edmond Mow- 
rer; Torpedoman Roy L. Starkey, 
and Seaman First Class Raymond 
Albert. 

McMahon was burned badly on 
his face, hands and arms. Zinser 
suffered burns on both arms 
Johnston, a tough little fellow 
called “Jockey,” was sickened by 
fumes he inhaled. Ross was un- 
hurt, but coral infected his arm 
after he was rolled on a reef by 
‘a wave. 

Made No Contacts, 

All the others came through 
their experienecs without inj try. 

On three nights, Lieutenant 
Kennedy, once a backstroke man 
on the Harvard swimming team, 
svam .out into Ferguson Passage 
hoping to flag down PT boats go- 
ing through on patrol. Ross did 
the sare one night. But they made 
no contacts. 

On the afternoon of the fourth 
day, two natives found the sur- 


| vivors and carried to the PT base 
a message Kennedy crudely cut on 


a green coconut husk. 

Chronologically, Kennedy, 
Thom and the crewmen told the 
story this way: 

Four Japanese destroyers came 
down the Blackett Strait about 
2:30 a. m. on August 2. In two 
phases of a confused engagement, 
the PT’s claimed three hits and 
three probable hits on one of the 
enemy ships, 

It was while the destroyers were 
returning that the enemy ship 
rammed Kennedy’s boat. 

“At first I thought it was a PT,” 
Kennedy said. “I think it was go- 
ing at least 40 knots. As soon as 
I decided it was a destroyer, l 


and Lamar Smith. | turned to make a torpedo run. 


But Kennedy, lean and nick- 
named “Shafty” by his mates, 
quickly realized the range was 
too short for the torpedo to charge 
and explode. 

“The destroyer then _ turned 
straight for us,” he said, 

“It all happened so fast there 
wasn’t a chance to do a thing.” 

Thom swam out after Johnston. 
| Ross went after Zinser. Kennedy 
went out to get McMahon, ‘who 
'had been at the engine station 
and was knocked into the water 
in the midst of flaming gasoline. 

“McMahon and I were about an 
hour getting back to the boat,” 
(watertight bulkheads kept the 
bow afloat) Kennedy said. “There 
was a very strong current.” 

Current Switches. 

After getting McMahon aboard, 
Kennedy swam out again to get 
Harris. 

The skipper and his men shout- 
ed and called for the two missing 
men but could get no response. 

Just before dawn the current 
changed to carry the survivors 
from the Japanese-held 


ee 


— DATISON'S 


sections. 


green, 
headsizes. 


For “on-the-double” days! 


Felt Debbie 
Calot 


1.93 


A soft round felt that you can put on 
running for the streetcar! 
behaved in shopping crowds, on busy 
street corners, or in cheering football 
A matching pin to keep it on 
in a stiff breeze. Black, brown, navy, 
red, and coffee. 


Davison’s Street Floor Hat Rack. 


It's well 


Adjustable 


cided to abandon the bow section 


and try to reach a small island. 


Kennedy swam to the 
towing McMahon. The 


group. It took about three !_ rs 


to make it. The men stayed on) 
this island until Wednesday when | 
all coconuts on the island’s two'| 


trees had been eaten. 

Late that afternoon they swam 
to a larger island, where there 
were plenty of coconuts. 


At night Kennedy put on a life- | 
Ferguson | 


belt and swam into 
Passage to try to signal an ex-| 
pected PT boat. 

One night “Shafty had a hell of | 
a time,” Thom said. 
carried him hell-an-gone and he’ 


island | int £ 
others | 2am, a Philippine Islands PT boat 
clung to a plank and swam in qa | veteran, directed the rescue boat 

' mission. 


passages 


Lieutenant Henry J. Branting- 


The survivors were given a 
drink of brandy, some coffee nd 
bread. 


V 
NEW HOME COUNCIL, 
TRENTON, Ga., Aug. 19.—A 


to make contact with | 
| Kennedy on an outer island. 


new county home demonstration | 


council has been organized 


in | 


Dade county, and representatives | 


‘selected to attend the state coun- 


cil meeting in Milledgeville Au- 
gust 24-28, according to Miss Kath- 


home demonstration agent. 


WASHINGTON, Aug. 


mittens and mufflers, swimming 
suits and sweaters. 

To conserve materials, the War 
Production Board tonight ordered 
all knitted outer garments stan- 
dardized for the duration. The 
order: 


Bans double-breasted sweaters, | 


eliminates embroidery, spangles, 
appliques and “exaggerated” 
sleeves, provides for “plain, una- 


dorned” knitted gloves and mit-| 
forbids side stripes and belt. 


tens, 


‘loops on swimming trunks, and 


limits the length of knit mufflers | 
vantages of canning in a modern 


“The current | ryn Berryman, Extension Service | to 52 inches. | 
canning plant. 


“The main purpose,” said WPB, 


19.—(/) | “is to provide utilitarian and dur- 
The frills have got to come off) 


able knit outer wear which is not 


likely to be outmoded by style 


changes and fads.” 

Women’s sweaters are restricted 
to seven basic models with 
color arrangements for a season. 


—, Vv 
CANNING LABORATORY. 
BLAIRSVILLE, Ga., 


counties, is using the mountain ex- 
periment station cannery as a lab- 


oratory to show home demonstra- 
tion and 4-H Club groups the ad- 


six | 


Aug. 19.— | 
Miss Doris Dean, home demon- 
stration agent in Union and Towns 


In War Plant 


The Constitution’s 
Marietta News Bureau. 


By CLARA JEAN JONES. 
MARIETTA, Ga. Aug. 19.—' 


| Winning the war is nearly a 24- 


job 


of 


hour-a-day seven-day-a-week 
for 18-year-old Sara McGarity, 
Atlanta. 

Her stenographic position at the 
Marietta Bomber assembly plant 
requires only eight hours a day 
plus a couple of hours getting to 
and from the plant. But on her 
evenings off she might be found 
anywhere up and down the state 


sings, but sometimes “loosens up” 
and plays boogie-woogie on the 
piano for a whole evering. 

Besides singing, Sara has writ- 
ten several songs, but was too 
modest to comment on them. 

“I write them up and tear them 
up. I have written quite a few 
lyrics and plan to develop the 
tunes for them after the war. 
Right now I’m just too busy,” 
she said. 
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WATER SUPPLY SAVED. 

COLUMBUS, Ga., Aug. 19.— 
Damage to the motor of an in- 
take valve in the Fort Benning 
water supply system,,.which last 
night threatened to create a water 
shortage, has been repaired. 
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They Héhyme with everything 


(Top to bottom) 


Capri 


Original, 


Dramatic 100% 


wool suit in black with ermine 


tabs, 69.98. 


brown with real mink. 


in black or 
Sizes 10 
89.98 


Also 


to 20 


Capri Original. 


Two-piece 100% 


wool in bright Bluet Blue lined 


with Guardsman Red. 
ruby-red buttons. Also black 
red. Sizes 10 to 20 


Capri 


Original. 


Jeweled 
with 
39.98 


Body-Beautiful 


100% wool with draped skirt, cris- 


tal 


Capri Original. 


suit, velvet 
lored. 


Ice 


Capri 


flowers. 
Sizes 10 to 20 


Sizes 10 tg 
Blue Satin Blouse 


Original. 


Bluet Blue, Spice. 


100% black wool 
superbly tai- 
20. 2:0 GIs. 
17.95 


piped, 


Bolero’ effect 


100% wool in black with fronts of 


Candy Pink or Gold. 


to 20 


Sizes 10 
$35 
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that’s Beautiful 


Dresses and Suits from the House of “Capri” 


Capri is the name you see starring page after page of 


Vogue and Harper's. 


Capri’s is the New York Opening 


buyers from all over America await with bated breath. 


Capri makes the dresses and suits that do magical, mar- 


velous things for your figure. Makes them so universally 


wearable that every age, every figure looks beautiful in 


them. Capri rhymes with everything that’s beautiful .. < 


rhymes with our loftiest ideal of DPQ* ... See the Fall 


Originals in our Peacock Room and on our runway today. 


Wear a Capri once and you’re a Capri fan for life. 


*Davison-Paron Quality. 


‘Capri Originals Feature Luncheon Fashion Show Today, 12:30, 1:30—6th Floor 


.“~ 


Peacock Room, Third Floor 


Devito 2 


Friday, August 20, 1943 


4—The Atlanta Constitution 


Dad Draft Appears 
Certain, WMC Says 


WASHINGTON, Aug. 19.—()— | 


War Man-Power Commission offi-| 
cials, disclosing that October’s| 
Graft quota will approximate 312, 
000, said tonight that there was a 
“strong possibility” that the only) 
pre-Pearl Harbor fathers to be, 
taken then would be those in non- 
deferrable jobs. 


The month's total was described | 


as “just a shade” under Septem- 
ber’s call and the officials reiter- | 
ated that if appeared definite that 
induction of the prewar fathers 


(those with’ children born prior to) 


September 15, 1942) would actual- 
ly begin October 1. 

Furthermore, they 
ers, they have received 
from military authorities 
there will be any cut in the 
proclaimed goal of a total of 10,- 
800.000 men and women in the 
armed forces by the end of this 
year. There have been persistent 
reports that such a cut was com- 
ing. 

On the other hand, it appeared 
from figures released this week 
by Secretary of the Navy Knox 
that the number in the armed 
forces by next January 1 may 
be even greater than any pros- 


told 
no word 
that 


report- 


pective total hitherto announced | 


counting Navy 
in the 


—11,061,000, not 
nurses or college youths 
Navy’s enlisted reserves. 


“= DENTIST 


DR. |. G. LOCKETT 


Hours: 8 to 6. Sunday by 
appointment only. 
11314 Alabama St. WA. 1612 


long | 


Knox said the Navy, Marines 
and Coast Guard already had 2,- 
665,000 in uniform exclusive of 


-| nurses and enlisted reserves—a 


| greater number than the War 
Man Power Commission had fig- 
ured they would have by the end 
|of this year—and would have 2,- 
| 861,000 by January 1. The Army 
goal is set at 8,200,000 by Jan- 
/uary 1, including nurses and col- 
lege reserves. 

WMC has counted on a further 
‘expansion of 500,000 in the size 
‘of the sea services during the 
‘first half of next year while the 
'Army, although still drafting for 
replacements, has announced it 
will hold its level at 8,200,000 
after attaining that size, 

Lawrence A. Appley, executive 
director, and William Haber, as- 
ssistant executive director, said 
the October quota was received 
this afternoon from the military 
services. They stressed that se- 
lective service does not fix the 
size of the quota but merely “de- 
livers the goods as we get the 
| orders” from the Army and Navy. 

An extension of the list of non- 
'deferrable jobs announced last 
‘weekend by Selective Service has 
aid open thousands of pre-Pearl 
Harbor fathers in those jobs to the 
possibility of induction even be- 
fore their class as a whole becomes 
'draft-vulnerable October 1. 

WMC-Selective Service officials 
said they did not have figures on 
how many fathers were engaged 
in the jobs newly-made non-defer- 
rable, nor how many of them 


would be available for induction. 
These men may avoid swift induc- 
‘tion by transferring to “war-use- 
*\ ful” jobs. 


American households. 


cution of the war. 


our nerves. 
vided this luxurious 
mattress combination 


box 
to do 


invites sleep. 


This Complete 


splendid group. 
into full size double bed. 


table and two end tables. 


5 


snnnn sos totitenenal eae 
2.4. he Be ee 
4 i . Loe 


“ak oe 2 


Modern...For 


the 
design, 


particularly 
the waterfall 
chest and vanity 
miurrors. 


also 


Corner 
Edgewood Ave. 
and Pryor St. 


to provide genuine comfort that 


“tT _ r 
Be 


of colorful tapestry upholsteries. 
pieces included: occasional] chair, coffee 


“THERE 7 a0 piace cme “ome” 


Ours is the responsibility of helping in the job being done 
by millions of home-makers in maintaining the morale of 
There’s nothing spectacular about 
our job, nothing sensational; but we are proud in the belief 
that it is a definite contribution to the successful prose- 


“Southern Cross” Mattress 
and Box Spring Combination 


These modern, busy days make it essen- 
tial that we enjoy the blessings of sleep 

. to rebuild our bodies and restore 
“Southern Cross” 
spring and 


has pro- 


just that 


s5Qsc 


__, bonvenient 


Sofa-bed Outiit 


Note the sweeping, modern lines—the 
handsome accessories included 
Sofa converts easily 
Your choice 


in this 


Other 


$69 


Todays Home 
$3950 
9 


J 


2906-07-08-97 


The light, spacious, airy effect achieved 
by this new modern group will be the 
morale lifter you need in wartime. 
massive poster 
the 

with sparkling plate 


Note 
bed, 
large 


“Atlanta's Leading Homefurnishers” 


_ pleasing 


“Furnishing Home 


HAVERTY'S 


Platform Rockers 


$99.95 


We still have a surprisingly 
large assortment of these 
SPRING -FILLED rockers! 
Covers are in a variety of 
Colonial and con- 
ventional patterns. Early 
shoppers get better selection 
of covers. 


Ralehisiabens 


$39.95 


Air-conditioned ice refrig- 
eration—efficient and eco- 
nomical. Large cabinet pro- 
vides abundant shelf space. 


9x12 Axminsters 


$49.95 


Rugs that will dramatize 
your floors with their rich 
texture and coloring. Heavy- 
weight, seamless Axmin.- 
sters of quality that will 
give years of pleasing 
service, 


Ketetnitic Heater 


$59.95 


The famous automatic-stok- 
ing heater that reduces 
ashes and clinkers to a mini- 
mum! Also approved as a 
smokeless heater with ex- 
tremely economical fuel con- 
sumption. By all means see 
this heater before you buy. 


Constitution Staff Photo—Kay Cain. 
AFTER 25 YEARS — Not 
having seen her sister, Mrs. 
Lizzie L. Jackson (right), of 
Senatobia, Miss., for 25 
years, Mrs. R. L. Smith, of 
Atlanta, greeted her with a 
bear-hug when she arrived 
for a visit this week. 


‘Rev. Charlie Wix, — 
Of Riverside, Dies 


The Rev. Charlie Rose Wix, 48, 
died yesterday at his residence 
| on Benard road, Riverside. 

The Rev. Mr. Wix was a street 
| car operator for the Georgia Pow- 
| er Company and a Baptist minis- 
| ter. 

He is survived by his wife, a 
daughter, Miss Jeannette Wix; 
four sons, S. L. and C. R. Wix, of 
Atlanta; W. R. Wix, of Smyrna, 
and Private A. A. Wix, United 
States Army; a sister, Mrs. Gris- 
hum Edwards, of Cullum, Ala., 
and a brother, John Wix, of 
Dallas, Ga. 

Funeral services will be held at 
1:30 p. m. today at Welcome Hill 
Baptist church in Riverside, with 
the Rev. Z. Z. Frazier and the 
| Rev. A. Kimmons officiating. Bur- 
ial will be in White Oak Springs | 
cemetery in Paulding county, un- 
'der direction a? J. Allen Couch. 


Youths, 17, Offered | 
Navy Air Training 


Commander S. M. Nordhouse, 
USNR, announced here yesterday 
officer pilot training In the Navy’s 
V-5 program has been reopened 
to 17-year-old high school grad-| 
uates and seniors, after having | 
been closed to applicants for sev- 
eral months. 

A limited number of applicants 
from the southeast will be accept: 
ed for enlistment, said the com- 
mander, who is officer in charge | 
of the Naval Aviation Cadet Se-| 
lection Board. 

Only 17-year-old high 


schoo] 


| graduates or seniors in the upper) 
scholastic male half of their class. 
In order to qualify | 
high school seniors must have a+ 


are eligible. 


reasonable expectancy of gradua- 
_ tion by rca 15, 1944. 


Jap Morale Still High, 


| Says General of Marinés 


| 


United States Marine Corps, 


| Guadalcanal, said today, at a press | 


NEW YORK, Aug. 19.—(/)— 


Japanese morale shows no signs | 


of slackening, Brigadier General 
Pedro Augusto Del Valle, of the 
who 
commanded the artillery forces on 


| conference. 


_Jap under any conditions. 


He said the American soldier is 
a better fighting man than the 
Jap, adding: 

“It only takes the American sol- 
dier a 
terrain and then he can beat the 


boys found it was nonsense that 


the Japs were unbeatable in the | 


| jungle.” 


| 


"hlessed 
hvent” 


There's 

a second 
blessed event, 
when mother 
finds out what this 


| powder can do for your baby, 


| And look what it can do. rene 


| rash, for instance is soothed, coole 
relieved and actually often ae | 
on Mexsana | 
eat rash? Just | 
exsana on that heat- | 
irritated skin to relieve and help | 
prevent heat rash. Mexsana Fw | 
ch- | 
coats skin with pro- | 


vented by sprinklin 
after every change. 
sprinkle 


comforts away the burning, 
ing feeling an 


tection against chafe from clothing. 


| The whole family will like Mexsana. | 
| Generous supply costs little and ron | 


| make even greater savings in the 


| larger sizes. 


MEXSANA 


Be sure you demand 


FORMERLY MEXICAN HEAT POWDER 


few days to get used to the | 


Meet in Atlanta 


After 25 years’ separation, Mrs. | 
Lizzie L. Jackson, of Senatobia, | 
Miss., and Mrs. R. L. Smith, of | 
1101 Blueridge avenue, N. ‘E., sis-| 
ters and great- -grandmothers, got | 
together here this week—even | 
though Mrs. Jackson had to stand | 
up on the train for some 200 miles | 
to make it. 

“You’d think after we'd waited 
this long we could have picked a 
year when traveling was easier,” 
Mrs. Jackson said yesterday as, 
arm in arm, the sisters knitted up| 
the loose ends of past conversa- 
tions, 

Last time the two got together, 
toward the end of the first World 
War, Mrs. Smith was the one who 
did the traveling, and though the 
journey was only from Memphis, 
Tenn., to Osceola, Ark., just across 
the river 50 miles, it took almost 
as long.as Mrs. Jackson's trip— 
“though I didn’t have to stand 
up and don’t remember any sol-| 
diers,” the elder sister recalled. 


— 


Prison Training 


Plans Approv ed 


Approval by Governor Arnall of 
an $8,000 appropriation for pur-| 
chase of equipment for immediate | 
inauguration of a vocational train- | 
ing program at Tattnall state’ 
prison was announced yesterday | 
by State Auditor B. E, Thrasher) 
Junior, 

Thrasher said the state depart- 
ment of education would co-oper- 
ate in operating the new program | 
for prison inmates by providing 
instruction through its vocational 
division. 

Another supplement of $2,500. 
was approved for the establish-| 
ment of a dental clinic in the| 
women’s section of the institution. | 


‘Sisters, Natives of Memphis, | 


| the family present: Mrs. Smith, 70; 


' get 
| next > tag 


¥ — Gets Relic | 


up 


Don’t envy anyone who picked 


did. 


After 25 y ear ~ — Want Ads of The Constitution. 


“Apartments of tomorrow” for 
people of today. Get more for 
your money by reading the Want 
Ads in The Constitution. 


a splendid used car. Do as HE 


Find one exactly like it in 


On that long-ago visit the topic 


of conversation was Mrs. Jack- 
son’s five children, Mrs. Smith’s | 
six—first thing after bear-hugging 
each other at the door this time 
there were 21 grandchildren and 
nine great-grandchildren to catch 
up with, and four generations of 


Mrs. Jackson, 65; her daughter, | 
Mrs. Josie J. Cook, 45: grand- | 
daughter, Miss Elizabeth Mae. 
Bayles, 15, and a 3-year-old great-| 
granddaughter, Patsy Gene Hunt. | 
The two sisters were originally 
from Memphis, but Mrs. Smith! 
has been in Atlanta and Mrs. Jack- | 
son in Senatobia for 20 years. 
Crediting their long separation 
‘re’ve neither of us 


i 


and had to wait 
could take us” 
to spend every 
ackson'’s week-| 
and plan to) 
‘much sooner) 


until ouw childs 
—-the two plan 
minute f Mrs. 
long v o Hg oe 

to again 


‘Bit Too Sudden’ 


LONDON, Aug. 19.—(4)—Pre- | 
paring to take off on today’s 


Amiens-Glissy raid, First Lieuten- 
ant Charles R. Laudie, bombar- 
dier-navigator from Amsterdam, | 
Mo., predicted “there’s a piece of | 
flak up there with my name on} 
it and I am counting on bringing 
it back as a souvenir.” 

Safely back, he proudly exhibit- 
ed a jagged chunk of metal to 
prove his hunch. “I'll admit the 
stuff came to me a bit too sud- 
den,” he said. “It tore through 
the plexiglass right in front of 
my face. But after the glass 
shower was over I found a chunk 
without much trouble. Isn't it a 
beauty?” 


=)| 


rt NEW FALL 
— Tess Shor 


Newest styles for fall—and what's more, these 
beautiful shoes are NON-RATIONED. In lovely 
durable gabardine, rosette bow, swing back, Cu- 
ban or high heels. Colors: Red, black or green. 
Only 500 pairs. Sizes 3\% to 9. Medium widths. 


RATIONED 


Cuban or 


High Heels 
9 


WHITEHALL AT HUNTER 


One 


DuBarry 


BEAUTY CAKE 


Hind’s $1.00 
Honey & Almond 


CREAM 


A Real Value at 


59° 


HOBSON’S 
ANTACID 
POWDER 

4-07. Size 


50° 


OLD GOLD 
Shave Cream 
$5c Value 
Large Tube 


29° 


-» @ A Bientot—for all- 


| 3-Way Light 
STUDENT 
LAMP 


| All-Metal 
| Reflector Shade 


In Pink 
—" 


ee 


Tax 


For that luminous look. . 
choice of 5 glowing shades 
to match your skin tones! 


LENTHERIC’S © : 
CREME 
COLOGNES 


95° 


Piue 
Tax 


@ Miracle 


In your 
most 

adored 
odeurs 


e Tweed 
@ Shanghai and 


day freshness 


SHAVING NEEDS 


$9.19 


PKG. of 20’s 


SCHICK 
INJECTOR 


$1.00 


| BLADES 


(Genuine) 


Bonded 
QUICK 


COLGATE’S SHAVE CREAM, 
giant size tube 


LINIMENT 


“EL CAPITAN” 
TION, tangy, refreshing. 39¢ 


SHAVE LO- 


49° 


: “POINT” AFTER-SHAVE LO- 
| ; TION, $1.00 value for 


. 49c 


ON STAND! 


WORLD 


“BATTER 
TION, by Sportsline. Baseball 
bat bottle . 


UP” SHAVE LO- 


GLOBE 
$3.19 


Keep up with 
world events! 


| 
Our 


Lb. ELL-DEE 
EPSOM 


SALTS 7¢ 


TAMPAX 


Internal 
Tampons 


& 
e 
: LUXOR Savon Sachet SOAP 


Box of 
=, Dainty Apple Blossom or 


3 oh. . « . luxury-large 


se Cee 


BUBBLE 
ESSENCE 

For Your Bath 
Enjoy- ey 1 .00 


ment . 

Mountain Laurel, 
Tropical Spice and 
Seris im... the 


lovely fragrances. 


98° 


fresh Pine fragrances 


Mn. 34° 


of 10's 


THOMPSON’S 


ATLAS A, 


Shoe Shine 


KIT 


Black or So 5: 


Brown 


25’s— 
$1.25 
Value 
100’s— 
$3.50 
Value 
A health value you 
1eed in summer 


Pint 


Lane U. S. P. 
MILK of 
MAGNESIA 


29° 


time 


A, B, D. G CAPS, 
Thompson’s. 79c value 
B-COMPLEX CAPS, 84’s. 
Thompson’s, $2.00 value $4.54 
ADVITE TABS, Thompson’s. 
100’s. $1.25 value . w 


\ DuBarry “Right- 
{ About-Face” 


A Beauty 

Buy at 

Reg. $2.00 DuBarry Face} | 
Powder . . . with bottle of J 
Foundation Lotion! J 


: 


4i°4 
29° | 
19° ¢ 


LIMIT 1—25c Value. Irene Blake - 


BATH POWDER cans 


LIMIT 2—10c Value. Modern Girl CASH 


POWDER PUFFS ccny 


LIMIT 2—60c California 


SYRUP OF FIGS 


LIMIT 1—Reg. 500 Size 


LYON’S TOOTH 


POWDER 
LIMIT 1—$1.35 Size 
VEG. 


PINKHAM’S <%°;,. 


LIMIT 1—Reg. 50c Size 


p SARRAsal — 


Five nb 2 g 
LIMIT 3—Northern yor 


TOILET TISSUE «1, 3° | ra 


LIMIT 2—35c Size A sm c 
SHAVE 
case 


OLD GOLD s3*% 
I a4 


LIMIT 1—Ell-Dee 100's—1-Grain 


per 


canat 


ge 


cama 


ype 


onan 


= 
SHAVE 


ap 


SACCHARIN TABS 


6-OZ. NO-RUB 


WHITE POLISH 


cam 


poe 


canes 


GAMBOA’S $3.50 Value ; 
BOUQUET $4 29) 


Gould Wr 
5] 25 We 

boxed! 

er 5” shade... and 


Sh a eS 
Talc, Cologne, Soap and 
LaCross NAIL POLISH 
a complete mani- 


For COLLEGE and CAMPUS DAYS | 
Barb —S 
ould, SAYLARK SET ee 
Perfume . in lilting 
Skylark fragrance .. 
SET ...in Gay Plaid Case 
Polish ... in “Aft- 
$945 
cure set, too! 2 


FLORAL 


B,C,D & 
G CAPS 


98° 
$998 


too! Buy now. 
25's. 
. 53c 


| 


YORK Creamy 
CARAMELS 


4-Lb. 
Packagé 
Full 
Pound 


Hurry for your share of 
these hard-to-get goodies! 


Flat Top 


CIGARETTE ~ 


or brown. 
regular or 


49° 
“smokes” 


Heavy Glass Square 


ASH TRAYS 


20° 
39° 


2 for 
25c 


4\-In., 
square! 


ORR PR 


Nazi Government Quits Berlin, 


Robs Atlantic Wall, British Hear 


By LEWIS HAWKINS. 

LONDON, Aug. 19.—(4)—An 
unconfirmed, roundabout report 
Said today that “the whole Ger- 
man government has left Berlin,” 
and the Nazis were also said to be 
rushing troops from their Atlantic 
wall to defend bases in northern 
Italy. 

The transfer of the German gov: 
ernment from Berlin was reported 
in a Bern, Switzerland, dispatch, 
quoting cditler’s Voelkischer Beo- 
marie er, broadcast by the United 
Nations radio at Algiers today. 

There was no amplification of 
the report. Such a move might 
be intended to save records and 
archives from bombing or, less 
likely, might be a first step to- 
ward seeking “open city” status 
for Berli.. 

Recent neutral reports said some 
German governmental offices were 
being moved to Vienna, or possi- 
biy Linz or Breslau. Removal of 
the whole governmental force 
would be a stupendous transfer, 
for it is estimated that 1,000,000 
of Berlin’s :,300,000 people are 
connected with civil or military 
government. 

Moved August l. 

Bern reports said a substantial 
part of the government, including 
many sections of the foreign of- 
fice, high command, war, navy 

affairs have been trans- 
ferred to Vienna since August l. 

A German legation press bulle- 
tin issued in Bern today said Ber- 
lin had no illusions about the 
bombing fate in store for the cap- 
ital. 

Berlin is preparing, it said, but 
“no metropolis, no front and no 
government in the world, not even 
the United States of America, is in 
@ position to give the civil popula- 
thon as adequate protection as that 
given front soldiers.” 

No one doubted, it added, that 
the Anglo-Saxons were willing 
and able to give Berlin what Ham- 
burg and the Ruhr got. 

The Berlin newspaper Nachtaus- 


——— 


pane, quoted by the OW], denied 
last Saturday that the government 
is leaving Berlin, but admitted 
that certain documents and staffs 
to handle them havé been evacu- 
ated. 

The newspaper said: “As vans 
are seen waiting outside some pub- 
lic offices and the staff is seen 
loading documents into them, nat- 
urally gossip is ready with the ex- 
planation that the Reich govern. 
ment is leaving Berlin. There is 
no truth to this. The government 
as well as other national authori- 
ties will remain in Berlin.” 


A high officer of the British 
army, broadcasting to Frenchmen 
from London tonight in what ap- 
peared to be a warning to prepare 
for an Allied invasion, said: 

“Those of you who belong to re- 
sistance groups of specialists know 
already that their services are 
wanted on day “J” and hour “H.” 

Second Message. 

The Allied message was the sec- 
ond in two days beamed to occu- 
pied Europe. 

Last night the Allied-controlled 
radio at Algiers told occupied Eu- 
rope to perfect preparations “for 
the day you will hear the call of 
the Allied high command” on the 
eve of invasion. 

A well-founded report said the 
Germans were moving several di- 
visions of troops into Italy from 
Germany and France to save 
northern bases which the Allies 
could use as springboards for pul- 
verizing air attacks upon south- 
eastern Germany. 

At the same time there were 
strong aints that the Germans 
were drawing some troops from 
France ard the Low Countries for 
service in Russia. 

This added up to the likelihood 
that Hitler’s forces in western 
France end the Low Countries 
have fallen below 30 divisions for 
the first time since he won that 
area. 

This seemed to indicate that 


German reserves are dangerously 
low. 


Just Arrived... New 


School Oxfords 


HIG 


Sizes 
3to9 


"2s 


@ Black 


@ Two-Tones 
Leather Soles and 
Rubber Soles. 


H’s 


BASEMENT SHOES 


It also indicated. that Germany 
is gambling that the Allies cannot 
mount a full-scale offensive from 
the west before weather halts the 
Russian drive in the east and re- 
leases enough troops to restore 
western defenses to the old level 
of 35 to 40 divisions. 

The rainy season on the central 
front where the Russian offensives 
now are hammering might come 
as early as September 1, although 
it usually begins around Septem- 
ber 15 and lasts several weeks, 

It is generally agreed that if 
“General Mud” is up to his usual 
Russian form, no army in the 
world could maintain big offen- 
Sive operations while he is in the 
field. 

General Mud will be succeeded 
by the old Russian ally, General 
Winter, but not before mid-Octo- 
ber or November even on the Len- 
ingrad front in the north. By that 
time the weather might be an Axis 
ally in the west, particularly in 
regard to air support for ground 
forces. 

Italian Plans Obscure. 

German plans for the defense of 
Italy remained obscure. The Nazis 
may have up to 75,000 men in 
southern Italy, including 25,000 to 
40,000 evacuated from Sicily, but 
there are no clear signs yet wheth- 
er they are planning to make a 
serious stand south of Rome. 

At any rate it is certain that 
with this force added to the divi- 
sions in the north—variously esti- 
mated from eight to 15—General 
Dwight D. Eisenhower’s men like- 
ly would be called upon to meet 
by far the largest German force 
they have yet encountered if they 
drove into Italy. 

With their communications’ ex- 
posed to Allied air power and na- 
val bombardments, and with the 
constant threat of landings in their 
rear, it appeared doubtful if any 
real stand could be made by the 
Germans south of Leghorn, but ex- 
tensive delaying actions by mobile 
units would be likely if Allied 
armies moved up the boot of Italy 
from the toe. 


Possible German defense lines 
include those across the Apennines 
from Leghorn to Rimini or along 
this range from the Spezia area to 
Rimini by way of Bologna. Either 
has the advantage of being only 
100 to 125 miles long with natur- 
ally defendable barriers well in 
advance of the northern air bases 
which Germany is trying to save. 

— v 


Five Are Injured 
In Auto Crash 


A crash between two automo- 
biles late Wednesday night at the 
corner of Piedmont avenue and 
Cain street sent three Norcross 
boys and two Negro women to 
Grady hospital, police reports re- 
vealed yesterday. 

The injured were H. G. Satter- 
field, 17; O. A. Rogers, 18, and 
A. R. Rogers, all of Norcross, and 
Florence Rose and Juanita Lake, 
Negroes. 

They were injured, police re- 
ported, when the automobile con- 
taining the Norcross boys collided 
with the car containing the Negro 
women. The two women were ad- 
mitted to the hospital, while the 
boys were treated and dismissed. 


Constitution Staff Photo—Bil!l Mason. 


COOKING WITH LEADED GAS—Ralph Carney, who 
will address a forum meeting of the Atlanta Chamber 
of Commerce today, demonstrated a novel stove for Army 
use yesterday during an interview at the Ansley hotel. 


Maker of ‘Impossible’ Heaters 


For Army Explains Miracle ; 


Chance—and a forum meeting 
of the Atlanta Chamber of Com- 
merce—brought to this city the 
manufacturer of the novel stove 
pictured on page one of The Con- 
stitution yesterday showing a 
group of Army nurses “housekeep- 
ing in Sicily.” 

The manufacturer, Ralph Car- 
ney, vice »president and general 
manager of the Coleman Lamp 
Stove company at Wichita, Kan., 
was A one A about the gadget 
and talked of it at length in an 
interview at the Ansley hotel. 

He explained his firm is now 
on a 100 per cent war production 
basis making “impossible” heating 
units for the Army and Navy. 

As the military uses gasoline for 
all its outside cooking (anything 
else would produce smoke which 
could be spotted by enemy patrols 
or planes), these small stoves are 
designed to burn leaded gas, as 
that only is obtainable from the 
tanks of jeeps, armored cars and 
other vehicles. 

Before the war, no cooking 
equipment had ever been made 


“Tell your 
rationing board 
you are cutting 

pulpwood” 


says Prentiss Brown, 


Administrator of Office of 
Price Administration 


ties cutting has recently 
been listed as an essential occupa- 
tion and those engaged in it should 
now include such activities in con- 
nection with any application for 


supplementary gasoline, tire, or 


automotive rations. 


“If you are using gasoline- 
powered equipment in sawing, 
drawing or trucking pulpwood and 


it is absolutely necessary for you 


local rationing board, 
information as to the 


it must be trucked. 


you should report the fact to your 


giving full 


number of 


cords to be cut and the distance 


"Ceiling prices for pulpwood 


have been set by this office and are 


these prices.” 


to have an additional allowance, 


"tty 
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Sponsored by 
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available upon application to your 
nearest OPA District Office. There 


is no present intention of revising 


Office of Price Administration 


Union Bag & Paper Corp. 


SAVANNAH, GEORGIA 


Now is the time to 
cut or thin your tim- 
ber while prices are 
high and pulpwood 
badly needed. 


Cot wisely and the 
remaining trees will 
grow faster and big- 
ger. Your forester or 
county agent will 
help you select trees 
for cutting. 


Estmarte how many 
cords you can cut. 
Then get in touch 
with our local deal- 
er, or telephone, or 
write us for prices: 
and specifica téons, 


- 
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which would burn leaded gasoline, 
Carney said. Also, the miniature 
heaters will light instantly with- 
out generating—another “impos- 
sible.” 

The stove Carney demonstrated 
is about the size and shape of a 
large thermos bottle. When open- 
ed, the top third of the steel case 
is used for making coffee, the oth- 


& |er two-thirds become a stew pan 


large enough for a couple of squir- 
relg or a rabbit. 

If the stove is in operation at 
full heat when a sudden departure 
becomes imperative, it can be re- 
placed in its case almost by 
sleight-of-hand, the operation tak- 
ing less than a second, said Car- 
ney 

His talk today at the Chamber 
of Commerce luncheon, which is 
open to the public, is for the prin- 
cipal purpose of attempting to 
bring home to Atlantans the gi- 
gantic task we face in defeating 
Japan; an enemy underestimated 
from the beginning, Carney said. 

A feature of the talk will be a 
huge map showing in detail the 
extent of the Japanese empire— 
5,000 miles long by 3,500 miles 
wide, with every natural resource 
necessary for prosecuting a war. 

ve 


FEED-GRAIN SITUATION. 

ATHENS, Ga., Aug. 19.—The 
present condition of the feed- 
grain crop indicates that the sup- 
ply of such feeds for 1943-44 will 
be about 135 million tons, which 
is 12 per cent smaller than the 
supply of 1942-43. Livestock num- 
bers are still increasing. 
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U.S. Clings to Gold 


As Money Stabilizer 


WASHINGTON, Aug. 19.—(AP)—The United States ad- 
vanced tonight a revised proposal for postwar international 


of basing it on gold. 

The British have put forward a 
stabilization program which would 
not require establishment of a 
central fund backed by gold. 

In making public the revised 
American proposal, Secretary of | 
the Treasury Morgenthau ex- 
pressed confidence that “England | 
and ourselves will get together on 
a plan designed to avoid the pit- 
falls that beset world trade after 
the last war.” He added that dif- | 
ferences between the two coua- 
tries now have been reduced to| 


“one or two.” One presumably is | 


the matter of gold. 

Both the American and British 
plans are aimed at preventing 
wide fluctuations in the relative 
value of currencies of different 


countries in order to promote in-| 
is | 


ternational trade. The theory 
that business is handicapped when, 
for instance, the value of the 
British pound, in terms of dollars, 
changes from day to day. 
5-Billion Fund. 

The United. States originally 
suggested last April establishment 
of a $5,000,000,000 international 
fund to which this country would 
contribute $2,000,000,000, This 
fund would stabilize currencies by 
fixing the rate at which it would 
by and sell member currencies. 

Embodying chiefly technical 


changes and clarifications based | 


on discussions with and sugges- 
tions from monetary experts of 
nearly 30 countries, the revised 
proposal alters among other things 
voting requirements to remove in 
America veto power over decisions 
of the fund’s governing body. 
Some observers saw in the re- 


vision a tendency to lean toward | 


views expressed in a Canadian 
plan published last month as an 
effort at compromise between the 
British and American proposals 
the Canadians suggested a an $8,- 


ee re es ee 


Big Inch Pipe Line 


Breaks in Pennsylvania 


DOYLESTOWN, Pa., Aug. 19.— 
(P)\—A break in the “Big Inch” 
pipeline carrying crude oil from 
the Texas oil fields to refineries 
in the east was discovered shortly 
after noon today on the farm of 
Harry Cope, near here. 

Farm hands, who discovered the 
break, said it was about 18 inches 
long and two or three _ inches 
wide. The oil, they said, was 
gushing two feet in the air and 
had spilled approximately 10,000 
barrels into a near-by field, form- 
ing a miniature lake. 

Authorities at Phoenixville, Pa.., 
said the break would not affect 
the branch line of “Big Inch” 
tending from Phoenixville 
Marcus Hook, Pa. Pumping op- 


erations on the broken line were) 


halted immediately and _ repair 
crews dispatched to the scene of 
the break. 


a , 
Mrs. Robert S. Wessels 
Dies in Orlando, Fla. 


Mrs. Robert S. Wessels, whose 
husband is a former manager of 
the Pittsburgh Plate Glass Com- 
pany here, died in Orlando, Fla., 
August 10 after a long illness, At- 
lanta friends learned yesterday. 

Wessels was prominently identi- 
fied with the Atlanta Music Festi- 
val Association some years ago. 
They had been 
greater part of the last two years 
for the benefit of Mrs. Wessels’ 
health. Wessels now is manager 
of the Pittsburgh Plate Glass 
Company at Detroit, Mich. 
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traveling the. 


: machinery to stabilize currencies, but held firmly to the idea 
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resources of an additional 


| 000,000,000. 


world clearing union “to supplant 
| gold asa governing factor but not 
dispense with it.” Participating 
‘creditor nations would allow bal- 


ances of currency exchange to ac- | 


|cumulate as deposits. The union 


| would be empowered to lend de-| 
| posits for short periods to debtor | 


nations. Each nation would be 
given quotas governing borrow- 
ings and deposits based on the 
volume of their world trade. 
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An ever-fresh . . 
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| Fred L. Cannon, 


000,000,000 fund with guaranteed | 
$4,- | 


The British plan envisions a’ 
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DeKalb ‘City Slickers’ 
Plan ‘Country’ Outing 


The City Slickers, a division of 
the DeKalb County Chamber of 
Commerce and Agriculture, will 
meet at 5 p. m. tomorrow at.the 


‘country home of Dr. and Mrs. 


| Marion Pruitt on Briarcliff road, 
chairman, an- 
nounced yesterday. 


Cars will meet at the Chamber 
of Commerce headquarters in De- 
catur at 4:30 p. m. and transporta- 
tion will be provided. Members 
are being asked to bring a box 
lunch. Those planning to attend 
are asked to call Mrs. W. Guy 
Hudson before noon tomorrow. 


YOU CAN’T 
BUY ASPIRIN 


— that can do more for you than genuine, 
pure St. Joseph Aspirin. First of 
millions for simple headache. World's 
largest seller at 10¢. Never accept a 
substitute. Demand St. Joseph Aspirin. 


VVVVVVVVVVV VICTORY VVVVVVVVYVV 


HIGH'S 


HYGIENE’ BATHROOM ENSEMBLE 


6x6-ft. shower curtain 
and ruffled window curtain 


D> BT 


. ever-neat bit of loveliness . .? 
in the shape of a quality shower curtain, all 
matched up with a window curtain... 
repellent rayon fabric. Smart, colorful patterns 
in blue, green, orchid, maize, burgundy, peach, 
rose, black and white, or red and white. 


in water- 


HIGH’S STREET FLOOR 
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There’s romance in 


loped edge. Rose, 


gold, orchid. 
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these smart 


colonial bedspreads that fit per- 
fectly into any period setting be- 
cause of their simplicity and grace. 
Closely woven for long wear... 
with jacquard pattern and scal- 


blue, green, 


HIGH’S STREET FLOOR 


foom uheate B yen Layhe banuiffed HIGH'S 


twin and double size 


COLONIAL SPREADS 


y Sai 


23% Wool plaid 


DOUBLE BLANKETS 


Fieldcrest blankets 


> 98 


. . made by 


Marshall Field & Co. Fluffy blan+ 
kets in big block plaids, bound in 


rayon satin 
72x84 inches. 


green 


BEDDING 


Blue, cedar, rose, 


HIGH'S STREET FLOOR 
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Potent Power 

By presidential order, the War Labor Board 
has been given authority to punish labor unions 
which defy its orders by abrogating major 
contract benefits, including the right to 
“check-off’ membership dues. The “check- 
off” is the system under which the employer 
deducts the union dues from each worker's 
pay envelope, turning over the total thus 
collected to’ the union treasury, direct. 

The same day, a federal judge upheld the 
constitutienality of the Smith-Connally anti- 
strike law, on an appeal made by 30 miners 
facing trial as instigators of “wildcat” strikes 
in the Pennsylvania fields. 

The two actions mark a long step toward 
that control of union labor in wartime which 
is essential if the nation is to prevent danger- 
ous interruptions in its war program. 

The order which makes it possible for the 
WLB to halt the “check-off” for recalcitrant 
unions is just about the most potent weapon 
available. For it strikes union leaders in their 
most vulnerable spot, the financial one. In 
many instances union leaders have forced upon 
management drastic contracts in which the 
clause that they attached greatest importance 
to is this automatic colletcion of dues through 
the “check-off.” 

In the same order, President Roosevelt 
provided penalties for employers at fault, less 
drastic than government seizure and operation 
of plant. These included control of war 
contracts, of essential materials, of transporta- 
tion and fuel, applied only, however, when no 
interference with the war effort would result. 

Step by step the government is implement- 
ing its extraordinary wartime powers, a process 
which must continue if the full war strength 
of the nation is to be exerted. 

—WE CAN’T RISK ANY SLACKERISM!— 

The Bureau of Minor Research is running 
back through German history till it comes to 
a lovable ruler. 


—WE CAN’T RISK ANY SLACKERISMI--— 


The People Are Anxious 

Representative Ramspeck and Representa- 
tive Burton, Republican of Ohio, have just com- 
pletec a joint speaking tour of the midwest, 
in which they advocated enactment of a con- 
gressional resolution favoring participation by 
this country in some form of international 
organization for the maintenance of world 
peace, after the war is done. 

Both congressmen were impressed with the 
overwhelming sentiment in the audiences they 
met for such congressional action and stated 
that the people evidently want to guard against 
any other world war and to see this nation 
act differently from the manner in which it 
rejected the League of Nations after the close 
of the fast war. 

The experience of the two representatives, 
co-operating together though of different 
political parties, emiphasizes the attitude of 
the vast majority of the people of the United 
States. 

The policy of isolationism which had con- 
siderable support prior to Pearl Harbor is, 
apparently, completely dead. Some of the men 
who were leaders in that discredited attitude 
have, to be sure, carried over much of their 
mistaken view into what they now call an 
advocacy of “nationalism.” It is, as a matter 
of fact, the same old ostrich-like futility that 
was called isolationism. 

It is encouraging to find indications, as 
strong as those reported by the two congress- 
men, that there is little if any sympathy with 
the “nationalism” point of view. Any political- 
ly-minded groups which have thought to make 
capital out of such a policy should, therefore, 
realize that they cannot hope for any public 
support. 


—WE CAN’T RISK ANY SLACKERISM!— 


Even musical comedy would have hesitated 
about a plot located on a place called Vella 
Lavella. 

—WE CAN’T RISK ANY SLACKERISMI— 


On the Russian front, the cool nights will 
shortly descend, and Adolf, traveling to and 


‘ 
fro, can take along a steamer rug, for warmth 
and for lunch. 


—WE CAN'T RISK ANY SLACKERISM!— 


Free Enterprise 

There has been a great deal written and 
spoken on the subject of free enterprise and 
the American way of life. 

Rarely, if ever, has it been so well put as 
by General Robert W. Johnson, national chair- 
man of the Smaller War Plants Corporation, 
during his visit to Atlanta. 

“Free enterprise,’ he said, “is based on the 
small manufacturer and businessman who, 
under our system, has the opportunity to start 
in a small way and grow according to his 
ability and initiative. , 

“Our system is based on a man being able 
to go to a bank with nothing but character 
and a good name and obtain backing because 
of that good name and character and a project 
which has sound possibilities. 

“I have learned, and I think the heads of 
great businesses have become enlightened to 
the fact, that it is the small plant businessman 
who maintains the American way of life. | 

“Our men are fighting and dying to main- 
tain that opportunity of the individual, and 
it is our job to say to them that when they 
come back that opportunity will be better than 
ever before in our history.” 

General Johnson, whose own plant near 
Gainesville is one of the major industrial plants 
in Georgia, is a popular figure in the staté. 
Tribute to him and his committee was paid 
by a number of guests at the dinner tendered 
him. Private enterprise, in thousands of small 
plants, aided by his committee, are doing 
yeoman service in the war effort. 


—WE CAN'T RISK ANY SLACKERISM!-— 


Hurry! Hurry! Hurry! 

The ancient cry of the sideshow barker is 
reawakening in the consciousness of thousands 
of Atlantans. 

The biggest screen event in all the city’s 
history, not even excepting that “Gone With 
the Wind” premiere, is to take place at the 
Fox theater on August 26. It is another 
premiere, this time of the Irving Berlin show, 
“This Is the Army.” 

It is not a performance for the profit of 
anyone, save for the families of the boys now 
wearing the uniform of the United States Army. 
For every penny of receipts goes to Army 
Emergency Relief. There is no overhead, no 
film rental, no costs of any kind to be taken 
out. All are contributed. 

Purchasers of tickets may, even, pay by 
check made out to Army Emergency Relief. 
If they do, incidentally, they may make an 
exemption of that amount on their income 
tax returns. 

Tickets went on sale this week. Prices begin 
at $3.30 and, officially, go to an $11 top. It is 
reported, however, that many times this sum 
is being offered for the more choice seats. 

The point is, however, that these tickets 
are being sold so fast that procrastinators aré 
apt to find themselves among the disappointed 
outsiders when the big evening arrives, The 
Fox will accommodate slightly fewer than 5,000. 
All those seats are going to be sold, soon. 

Listen to the urgent call of the barker,“ if 
you are wise, and 

“Hurry! Hurry! Hurry!” 


—WE CAN’T RISK ANY SLACKERISM! — 


Be Reasonable 
The State Department of Agriculture has 
made a good point in stating that housewives 
should can a reasonable amount of food and 
not go overboard on the proposition. It is 
quite likely, as the officials point out, the 
average housewife, canning this year for the 


first time, is liable to be carried away by her | 


new enthusiasm. 

Therefore it was perfectly in order for the 
officials to point out goalg for families in the 
matter of canning. A family of three certainly 
should not can enough for a family of six, and 
a family of six certainly should not can 
enough for a family of twelve. 

The canning facilities of many communi- 
ties are being taxed to the limit. By all means, 
it is better to can enough for each individual 
family’s needs than to can with: no goal in 
sight except “let’s can, can, can.” A reasonable 
amount is patriotism enough. 


—WE CAN'T RISK ANY SLACKERISM!— 


In fancy. we see that showdown of the 
German high command and the Fuehrer, with 
some tough general barking at the paper- 
hanger, “now get this straight.” 


~—WE CAN’T RISK ANY SLACKERISM!— 


Georgia Editors Say: 


BEWARE OF OPTIMISM 
(From The Tifton Gazette.) 


Optimism about an early end to the war in 
Europe may‘ be well founded, or it may not. 
There undoubtedly is a crisis in German internal 
affairs, heightened by the Allied bombings and 
fear that other German cities will be destroyed. 
If the present Nazi regime weathers the storm, 
there probably will be at least another year of 
the war. If the Nazis fail to survive, an early 
collapse of resistance to the Allies may be ex- 
pected to come at almost any time. The opti- 
mism is based on political considerations rather 
than upon military accomplishments. Secretary 
of the Navy Frank Knox stated the situation 
briefly at Portland, Maine, when he said that 
such “foolish optimism” is “not at all useful,” 
that the civilian population must prepare “men- 
tally and spiritually for a long, hard contest.” 
“We have had minor successes,” the navy sec- 
retary said. “Sicily is only an outpost and its 
fall would not mean the end of the war. We still 
have to gain a foothold on the European con- 
tinent itself. In the South Pacific we have had 
success but we are a great many miles from 
Tokyo, our objective, and there is a lot of trouble 
in between,” 


THE WORLD. TODAY 


\ By JAY G. HAYDEN. : 
PEACE TREATY RATIFICATION WASHINGTON, Aug. 19. 


he whole troublesome 
question of ratification of peace agreements by two-thirds vote of 
the United States senate is well on the way toward being resolved 
in favor of a plan by which) these agreements will be approved 
piecemeal by majority vote of the two houses of congress. 

This is the momentous result of conferences related to the pro- 
poséd United Nations’ relief and rehabilitation convention, which 
have been going on between the State Department and a subcom- 
mittee on foreign relations for more than a month. 

The vital developments from these meetings are: 

1. Secretary of State Cordell Hull has reversed his original in- 
sistence that “participation in the éstablishment of this United 
Nations administration should be through an executive agreement.” 

2. Senator Vandenberg, certainly speaking for at least a majority 
of senate Republicans, has relinquished the position that the con- 
stitution ‘can be satisfied onlysby two-third senate ratification of 
this character. ! 


VANDENBERG STATEMENT These implications were re- 


vealed in a guarded state- 
ment by Senator Vandenberg today, following a long conference 
between him and Senator Theodore F. Green, Democrat, of Rhode 
Island, and Dean Acheson, assistant secretary of state, and Francis 
B. Sayre, deputy director of the Office of Foreign Relief and Reha- 
bilitation. Senator Vandenberg said: : 

“We are making excellent progress toward an agreement which 
rewrites the objectionable clauses in the original draft (of the 
relief and rehabilitation pact) and toward simplified procedure for 
submitting these obligations to congress for approval. 

“I am hopeful that this mutual effort may be sufficiently suc- 
cessful to set a pattern for other postwar problems, short of the 
actual treaty of final peace. It ought to be possible for reasonable 
men to find a formula which will permit the merits of these many, 
unavoidable war liquidations to be considered without detouring 
primarily into procedural rows. It ought to be possible to satisfy 
the constitutional process and still expedite essential results.” 

The vital points in this statement are its reference to the pend- 
ing agreement as “a pattern for other postwar problems,” and its 
call for avoidance of “procedural rows,” which means the contro- 
versies that have raged between the extremes of presidential usurpa- 
tion of all international authority and the position that nothing 
can be done in this field without two-thirds senate ratification. 


EARLY DEBATE HEATED The debate on this score re its 


early stages became so hot that 
Mr. Hull, resenting the bitter castigation to which Senator Tom 
Connally, chairman of the Foreign Relations Committee, was sub- 
jecting him, grabbed his hat and started to walk out. Vandenberg 
and Acheson interceded as peacemakers, and since then these two 
have nursed the negotiation along to a point where it is on the 
verge of producing what may prove to be the most significant ac- 
complishment in the field of American foreign. relations for a gen- 
eration. 

Remembering the row between President Woodrow Wilson and 
the senate, which ruined efforts at international collaboration after 
World War I and kept the United States isolationist for two decades, 
there has been much fear both at home and abroad that the same 
will happen this time. This feeling has provided the main inspira- 
tion for attempts, such as the pending Ball-Burton-Hatch-Hill reso- 
lution, to persuade congress to commit itself in advance to after- 
war international collaboration. 

If it is established now, as the State Department-senate confer- 
ences contemplate, that treaties can be consummated by a majority 
vote of both houses, this bugaboo should be largely removed. 

Senator Vandenberg, in his statement, excepted “the actual 
treaty of final peace.” But this need be no obstacle because the 
whole peacemaking job easily could be done in a series of agree- 
ments, each dealing with a special phase. Former President Herbert 
Hoover, among others, has urged that this course be pursued re- 
gardless of the issue of senate ratification, 


AMPLE PRECEDENT There is plenty of precedent for ap- 


proval of treaties by majority vote of 
the two houses. In 1844 the senate defeated, 35 to 16/ a treaty 
proposing annexation of Texas. But after the annexationists had 
won in the election of James K, Polk to the presidency, a joint 
resolution of annexation was initiated by the house and the senate 
in 1845 accepted it, 27 to 25. 

In 1897 President William McKinley refrained from annexation 
of Hawaii because he found that more than one-third of the senate 
would vote against it. But a year later, after the Spanish-Ameri- 
can War had broken out, annexation of Hawaii was accomplished 
by a mere majority vote of the two houses. The existing reciprocal 
trade and lend-lease agreements were authorized in the same way. 

In contrast, not only the Treaty of VersaiJles and the League of 
Nations. but the World Court were slaughtered because of adherence 
to the idea that the United States could not join them without ap- 
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proval of two-thirds of the senate. 
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By RALPH T. JONES. 


Weekly 
Letter. 

Dear Son: It occurs to me you 
might be interested, even though 
you are so far away, in a big 

comma event which is 

‘<= going to hap- 

= pen in the old 

#:¢ home town in 

ee the near fu- 

ture. Inasmuch 

as this event. is 

directly con- 

cerned with 

that Army of 

which you are 

a n_insignifi- 

cant member, 

and because it 

will substan- 

tially contrib- 

ute to the well- 

being of Army 

men and their 

folks, your interest, and that of 

your buddies, should be somewhat 
more than academic. 


We're going to have another big 
film premiere in Atlanta, This 
time at the Fox theater. 

It is first showing of the pic- 
ture version of the Irving Berlin 
show, “This Is the Army.” You 
remember it on the stage? 

Mayor Bill Hartsfield is chair- 
man of the committee in charge. 
And I heard him say, the other 
day, we're going to have such 
lighting effects on August 26— 
date of the opening—around the 
Fox theater it will make the lights 
at the “Gone With the Wind” 
premiere like a single wax candle. 
Or maybe he said tallow candle. 
Anyway, you get the idea. He 
said, too, the only problem was 
whether or not the Georgia Pow- 
er Company could find enough 
cable to carry the requisite juice. 

Seat prices range from $3.30, in 
the’ gallery, to $11 in the loges. 
Downstairs they go for $5.50. And 
I understand some of the choicest 
locations are fetching as high as 
$100 a seat. 

And every penny is going to the 
Army Emergency Relief Fund, 
Every penny. No deductions for 
expenses or anything. 

Everything 
Contributed. 

Everything connected with the 
event is given, outright. The thea- 
ter is given. All the lighting. The 
film itself. All the theater em- 
ployes are giving their services. 
When you buy a seat, for what- 
ever price, that price, to the last 
penny, goes to the AER, You can, 
if you wish, pay for your tickets 
with a check made out directly to 
the AER. 

They’re not even selling tick- 
ets at the theater box offices. Pub- 
lic committees are taking care of 
the seat sale. And I hear that 
folks who don’t hurry up and get 
tickets in the next few days will 
not be able to get any at all. 
They’re going that fast. 

To drop into my old-fashioned 


vernacular, it’s a rootin’, tootin’, 
whizbang of an occasion. 


The Picture 
Itself. 


Of course I haven’t seen the 
picture myself, yet. But from what 
I hear it is smashing good enter- 
tainment. 

You remember the stage show 
cast was composed entirely of ac- 
tual army men. I understand that 
this is true in the film for about 
95 per cent of the cast. There 
are a few Hollywood stars thrown 
in for extra box office lure. But 
I read somewhere that an army 
boy and an army nurse, or per- 
haps a WAC, a couple of un- 
knowns, really steal the show. 

I've seen stills and they appear 
gorgeous. If any picture ever 
came near being worth the prices 
charged for the seats at this prem- 
lere, they say this is it. 

And you ought to see the ex- 
ploitation—advertising to you. 

I don’t believe there is a store 
window in town without a card 
on the subject. You read about 
it on the street cars. All the 
Army vehicles, jeeps and so on, 
seen on the streets here emblazon 
the forthcoming event. 

I understand the title is to be 
stenciled on the sidewalks, hung 
from the light standards and even 
strung in banners across. the 
streets. There is, too, a possibility 
that Army planes and balloons 
will haul “This Is the Army” 
streamers across the sky. 

It is mentioned on restaurant 
menus and laundry bags. I can’t 
remember all the details. But if 
there is anybody in Atlanta who, 
by August 26, doesn’t know about 
the show, they must be more than 
blind, deaf and dumb. -They must 
be quite nuts. 

In addition to the picture itself, 
the show on August 26 is going to 
include a great chorus of soldiers 
and WACS and so on, numbering 
200 or more. There are to be spec- 
tacular stage stunts, I have been 
told, and other attractions. 

In fact, it is shaping up as At- 
lanta’s greatest ever event. 

And it couldn’t be a fraction so 
great if it were not all in the cause 
of the AER. 

Glad you’re keeping well and 
happy. I’ll be writing again soon. 


Replying to some of the things you" 


ask in your latest letter. In the 
meantime, Be good, 
DAD 


ALTAR STAIRS 


By JOHN MARVIN RAST. 


WHAT IS CONTENTMENT? 

Not that I speak in réspect of 
want: for I have learned, in what- 
soever state I am, therein to be 
content.—Philippians 4:11. 


What is contentment? Complete 
satisfaction? No. For an answer 
one cannot do better than turn to 
G. K. Chesterton’s analysis in his 
book, “A Miscellany of Men.” 
There he asserts that being ‘“con- 
tented” should imply in English 
what it does in French, being 
pleased. For one to be contented 
with an attic, he suggests, does not 
mean that one should not leave it 


f 


FAIR ENOUGH 
By WESTBROOK PEGLER. 


NEW YORK, 
Aug. 19,—Presi- 
Return dent Roosevelt, 

in his recent re- 
port on the war, gave certain as- 
Surances to the men and women 
of the armed forces and the men 
of the merchant marine as to the 
preferences and benefits which 
they will receive when they come 
home. This was just a white chip 
to open the pot, so to speak, and 
as the boys begin to raise around 
the table, the betting will get 
brisker and rougher. By this 
time next year, the candidates will 
be tossing IOU’s into the middle, 
couched in figures like the score 
by innings, all drawn against the 
future, including the future of the 
very people who are on the re- 


ceiving end of the promises. 
This is all pretty thin, however, 
because everybody knows 


in a mood to ask or receive. They 
will just take over and take it be- 
cause this time there are so many 
of them that no candidate or party 
will be able to stand them off. A 


discharge bounty or bonus of/| 


that | 
when this is over and the lads and | 
ladies come home, they will not be | 


$1,000 for all hands will be easy | 


promising because, after all, that 
would run to only $10,000,000,000, 
which used to be reckoned as a 
fairly sizable pile but isn’t much 
now by comparison with the bill 
for the war and the war on want 
which preceded it. If we are go- 
ing to send groceries and food 
and machinery to the hundreds of 
millions of ex-enemies and ex- 
subjects of the ex-enemies (as we 
probably aren’t on any such scale 
as we are now leading these peo- 
ple to expect) 10 billions or even 
50 billions more added onto the 
bill, to provide a bounty or bonus 
of $5,000 each, will not intimidate 
people who will then be asking 
“What about me?” 


Honest candidate, if we have 
Facts one next year, will be 

the man who speaks up 
to the veterans in somewhat the 
Same mood and vein in which 
Winston Churchill laid it down to 
the people of Britain when he took 
over and the Nazi across the chan- 
nel was drowning from the ef- 
fects of his big meal on the con- 
tinent instead of plunging into the 
water in pursuit of the British. 


But the really honest. 


The honest candidate would say 
that from war the veterans must | 
expect to turn to hard, 
work and a_ standard of living 
considerably below our old one, 
because when it is over this coun- 
try will be just about as clean 
stripped of things that people need 
as the leanest store in town today. 
He would say that, yes, a fellow 
would rate a little lay-off and 
some parades and ceremonies but 
that the recovery and rebuilding 
will call for hard work, starting 
almost immediately and contin- 
uing without prospect of any let- 
up for years and years. And he 
would promise them years of ex- 


steady | 


tremely heavy taxes, too, and 


point out that because there will | 


be so many veterans this time the | 
rest of the people, most of whom | 
be either definitely old or | 
within a few birthdays of the) 
downhill slope, will. be unable to | 
tote the load and won't be here 
to tote it more than a few years, 
anvway. 

That would be a hell of a way 
for a candidate to speak to a block 
of votes which will run this coun- 
try after the war, so probably no 
candidate will take this line and 
the promising about the brave 
new world of the future will be 
unconfined. And I have no con- 
fidence that the veterans will 
want to reclaim entirely the old 
freedoms at home, which many 
of them (the younger ones) never 
knew anyway except by hearsay, 
and break ranks and have done 
with regimentation in their civil- 
ian life. True, they will not be 
very patient about questionnaires 
and forms but if it is put to them 
that by filling out the blanks and 
giving certain information and 
complying with certain restrictive 
regulations saved over from the 
war, they stand to get benefits in 
money or tax-exemption or pref- 
erential status in government 
jobs, they will be strongly tempt- 
ed to go along and to root for 
more and more government jobs. 


. A man may 
Unconscious {);,; he ic 


tired. of regi- 
Dependency mentation 


when he is only tired of diseipline 
and routine but unconsciously de- 
pendent on the government as a 
result of years in the service. That 
life does develop a feeling that 
“they,” meaning the government, 
will be sending along the food and 
clothing in time if not on time, 
and there will be many persuasive 
talkers to promise “security” 
without mentioning that the price 
of “security” provided by the state 
is obedience to the state in phases 
of civilian life in which Americans 
always before were free. 

To be sure the veterans will 
want work because work is the 
human way of life and the idle- 
ness was a curse equal to the pov- 
erty in the long depression. But 
what chance has a candidate who 
says, “I promise you only work 
and taxes to pay for the shells you 


shot away” against one who 


promises cash awards, tax a 


emption and security? 


or should be resigned to dwell in 
it always; but that one should 
draw from it all the beauty it 
offers. Hence contentment is a 
real, an active virtue. It is posi- 
tive, creative, the power to get out 
of any situation the utmost of 
value in it. 


July Fly 
As summer wends its way from moon 


to moon, 
From rose to rose, across the southland 


wide, 
With thunderstorm at dusk, and heated 


oon; 
star-strewn evening sky and 
morning tide 
Of birdsong. there is now 
a soun 
Which scatters from tall trees 
metric noise, 
Or clocks misplaced, whose brief alarms 


resound 
Without a bell, as might old clicking 
toys. 


and then 
like 


It stabs the darkness when twilight 
has flow 


n 
And shatters lovely silences of night. | 


Much unlike laughter, or a sudden 


phone 
wares wanes across wide spaces, in its 
t ia 
The song of July flies repeats aera 


Another answers far across a hill. 
HOMAS ANDREW ROMEO. 


' 


ONE WORD MORE 


By RALPH McGILL. 
RUSSIAN EMOTIONS Russia is the key to so many things 


of the future that it is most.disturb- 
ing to find propaganda to the effect that we will likely have trouble 
with the Russians when the war with Germany is over. 

The surest way to have trouble, of course, 
is to prepare for it.* 

There is absolutely no reason why we should 
have, or expect to have, trouble with Russia. 
Once Russia was admitted to the League of 
Nations. She was its most sincere and ardent 
member, willing at all times to co-operate. 

It is a curious aspect of the thinking of 
some of our best Americans that, because they 
fear a condition in the future, they make that 
fear justify an attitude of the present. 

I do not think this is a general condftion. I 
think it would come as a jolt to many such 
persons to discover how widespread is. the 
gratitude felt for Russia for the enormous, 
bloody fight made against Germany, and how 
many persons believe that Joe Stalin is more 
honest than many of our own political leaders. 

Yet, it is true that in many places there is 
this whispered propaganda to the effect that we 

“may” have “trouble.” That it is inspired by Germany, or by other 
agencies unfriendly to the cause of America, ought to be obvious. 


That it may be successful in bringing about trouble also is quite 


inescapable. 

CO-OPERATION I do now, and always have believed, and with 
| considerable emotion, in the American way 

and in the American dream. I have never subscribed to the Russia 

ideology. 

That is not the point and it has no part, or need have no part, 
in any discussion of the problem. 

The point is that, unless we work out a mutual basis for co- 
operation with Russia in the world ahead, that world will meet 
with disaster in the form of barriers and nationalistic hates which 
will produce another war. ; 

Russia is the key to too many things to be stupid about the 
future. 

At present Russia, having lost many millions of soldiers, men, 
women and children, having had vast areas of land fought over 
and property destroyed, does not understand why the Anglo-Amer- 
lcans do not invade Europe. 3 


There is an evident lack of understanding of how effective is 


- the bombing of Germany and of how that force alone, combined 


with the Russian pressure, may bring about a collapse which would 
bring Germany to defeat even quicker than an attack launched 
across the channel. 


There is presented in great clarity the difference in thinking. 
Stalin, according to those who have discussed this very problem 
with him, thinks in terms of decades or even of centuries. Russia 
is even more mobilized for total war than is England, and England, 
in turn, is vastly more mobilized for war than we are. The Russian, 
thinking of 10,000,000 persons killed and wounded, starved and 
frozen, cannot be expected to accept our war effort, engaging as it 
does less than a tenth of the forces opposing him, as being proper 
or adequate. 


If our military and diplomatic leaders fail to demonstrate to the 
Russians the soundness of our position—and it is sound—they will 
have been both derelict and dangerously lacking. 


We do not have to join Russia. We do most emphatically have 
to work with her. 


LEND-LEASE 


lease. 


This illustrates a false approach to lend-lease materials which 
is encountered too often in our thinking. 


Russia uses them. Russia asks for more. Because of them the 
Germans did not enter Stalingrad. Because of our goods and her 
courage Russia has held. 


We got value received. If Russia had been defeated, Germany 
would have dominated most of the world’s surface. We assuredly 
would have lost influence in South America and would have been 
forced to become a permanent fortress on the defensive or to have 
made a poor peace. Russian resistance with our goods has saved 
thousands of lives of American soldiers. Russia has paid us back 
many times for what we have sent her. 


We don’t need suspicion. We need more co-operation, more 
putting of cards on the table. That is why it is important Russia 
be present at some meeting in the near future. 


Failure makes it easier for Japan to urge Russia to make a sep- 
arate peace with Germany, forcing Germany to retire and leaving to 
Russia what she wills in Polana and the Balkans. There are other 
fields and forces where Russia holds the key. 


The person who works not at that but at suspicion and fear of 
Russia does himself and his country no service, 


It is argued that Russia has not shown proper 
gratitude for what she has received via lend- 


Ten Men May Give Ten Versions 


Of the Truth, But the Truth 
Itself Is Unchanged 


By ROBERT QUILLEN. 


Three explorers traveled into different sections of a strange 
land and later wrote books about the natives. 


The first said: “The natives drink a liquid called vito which 
falls from the skies and flows in streams.” 


The second said: “The natives have a beverage called ghatz, 
which they value greatly and yet fear because it falls in torrents: 
streams of it overflow their fields, and children who fall into it 
usually die.” 

The third said: “The natives drink a liquid called amorta, which 
they pipe into their homes and use to clean themselves and their 
utensils.” 

And civilized people who read the books said to one another? 
“How. strange that heathen tribes should drink vito and ghatz and 
amorta instead of water.” 

You may think that couldn’t happen, but people do confuse 
themselves that way. 


The Semite Arabians got their religion from the Semite Jews. 
The faith of Islam, which has more followers than any other, is a 
mixture of the old Hebrew and the Christian religions, with addi- 
tions and changes to please Arab taste. 

THe eonverted Arab took up the cry that built an empire: 
“La ilaha ila-Allah.” There is no god but Allah. 

The Jew answered: “Jehovah is our God, and there is no 
other.” 

So they quarreled and fought, and the Arabs kept fighting until 
they had conquered an empire bigger than Rome’s. With fire and 
sword they spread the belief that Allah is God and there is no other. 

But the Jew who first heard that cry should have answered: 
“You are right, brother. Since we speak different langagues, you 
use one word to designate a camel, a horse or a tent, and we use 
another, yet we both refer to the same object. So your word for 
God is Allah, while ours is Jehovah, but we both mean the same 
God, for there is only one.” 

Because different races had different conceptions of the Su- 
preme Being, commentators taught the world to believe that each 
race worshiped or tried to propitiate a different god. They spoke 
of a tribal god as a private possession, unlike any other. 

But the difference was in the capacities of men. Man neces- 
sarily creates God in his own image. Aware of God, and striving 
to comprehend Him, each race was baffled by its own limitations. 
Men endowed Him with the highest attributes they could con- 
ceive, and so their conceptions of Him differed as they themselves 
differed in character and intellect. But all worshiped the same 
God, for there could be only one Supreme Being. 


OFF THE RECORD-—By Ed Ree 
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to tell a lot of 


“IT like my job—It gives me a chance 
men where to get off!” 


‘ 


Stick Pins and 


Dudley | 
~ 4 Celluloid Collars 
G ass And Other Memories 


Rummaging through the vast re- I acquired my first shirt with a 
cesses of the bottom drawer in my 
thir * ”* had worn until then, devoting 
s something Apc eeee s valuable hours to 
@o do with the connection between said garment 
French for rag- #3 ; _and pants—I was the recipient of 
picker—I found g “$e \a four-in-hand tie, probably 
everything but Ee tee | “thrown in’? with the suit. Old 
that article for » 4 | Jake Silverstein, who ran the New 
which I was “2 York Store, was a liberal gentle- 
searching. In- . ge | man. 


deed, I forgot santiiibs 
The Four-in-Hand 


just what my Baa & : 
desire was un- *% | gene aN 
der the spell of | _ I couldn’t master the intricacies 
-resurrecting un- of a four-in-hand then—-indeed, I 
wanted items never have, because the short end 
and 1 don’t re- of it invariably turns backwards, 
member it now. revealing the label. And the labels 
Oh. well. I’ve | on my ties are not those of a Fifth 
got along with- |}avenue shop. But I don’t mind 
that. If I escape from home with- 
did find an imitation | out submitting to adjustment one 
leather case with somebody’s| Of a dozen fair ladies in this news 
monogram on it. It ‘contained | factory is sure to insist on fixing 
three stick.pins—a cameo, a genu-| it Just right, thus giving me my 
ine emerald about the size of half | only opportunity to come in inti- 
a peanut, I picked up ata street | mate contact with younger femi- 
| and one of plain gold or |Minity. I no longer eat onions at 
resembling it (it had / breakfast. 
‘doa beautiful shade of The ‘four-in-hand problem, 
with the initial “G.” ' however, was easily solved. One 
» many years since | could purchase a tie ready-made 
pin in my necktie | and strongly sewed, with a band 
several minutes! which went around the collar—if 
the use of these odd| you could do it, which was a 
rnments. It may be that men/ swell trick—and a_ built-in pin 
tion still wear them, but an| Which held everything in place 
spection of the office staff re-| until bedtime. 
veals none. Though that is hardly| But, speaking of stick — do 
a fair representation, because only | You recall detachable cuffs? The 
sw elderly members wear neck- | S!8ns in the haberdashery win- 
. dows listed “Collars and Cuffs” 
as inexorably paired as ham and 


i 
; 
i 


sy + 

OU. a ve 

But I 
—_— & 


— 7 
hsv cha, 


d peen s 
worn a 
required 


+h 
re | 


shop. They discard | 
_as 1 do, after loosening the 


tail on it to replace the “waist” I} 


maintaining | 


top buttons of their shirts and de-| 
oe ' course, wore white cuffs. 


? 
manding to know why 
leted) all the electric 
turned the other way. 


the (de- 
fans are 


treasure set me to thinking of oth- 


eggs. The white-collared man, of 


My earliest recollection, after 
attaining long pants, was »2f cuffs. 


Built of five-ply white linen in 
_cylindical form and stiff as a joint 


'of stove pipe. Inserting a pair of 
'65-cent fancy buttons in the front 
end was a task to make strong 
/'men weep, but it could be done, 
with patience, perseverance, pro- 
fanity and a can opener. 

The rear end of such cuffs was 


er days. 

The stick pin, or scarf pin, dates 
not so far back. It was a necessary 
adjunct of the four-in-hand tie, 
a sartorial accessory which has 


lasted throughout the ages. When | 
saeco ————| designed to button to thc wrist 
“WHERE WAS I? ‘bend of the ehirt. Sut shirt 
Why didn’t I know the great dif-| sleeves of that era came in two 
ference in comfort between) dimensions—too long and _ too 
‘made-to-measure’ and ordinary} short. So some genius invented 
said a customer recently | gadgets called cuff holders, built 
placed his second order.! of tin and equipped with spring 
too, will be more comfort-| jaws to be clamped to the wrist 
eble in MeYere ‘made-to-measure’| band and adjusted to suit. The 
Bhirts.—(adv.) | modest wearer fixed things so 


MEN-- | 


NON-RATIONED 


AV SHOES 


(NO 
COUPON NEEDED) 


a. coe. fo 


sirec?” 
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ss he 
You, 


Sizes 
6 to 1l 


For Boys 
and Men 


ideal for now ‘and all Fall 
SAVE YOUR 


In Brown Oxford Cloth. 
wear. Comfortable for work or play. 
COUPON FOR NEW FALL SHOES. 


Sale! 500 Pairs Women’s 


Non-Rationed ' OR 
Play Shoes $ {- 
All Styles—All Sizes. 


95 WHITEHALL STREET AT HUNTER 
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MEETS HIMSELF—Or rather, Dooley meets Dooley. The 
live one is Charles W. Dooley, Navy V-12 student at 
Emory University, who yesterday met Emory’s famous 
skeleton of that surname. The live Dooley is left. 

uffs revealed merely a hint they | 

| ware there—especially if they had | Dooley Meets 


| been worn overtime. The blatant, 
young squirt let them stick out | eC 5 
over his wrists, just to show he r. OO ey 
The Celluloid Collar Of E mory 


Being—at that time—a young; Charles W. Dooley, Navy V-12 
person of certain refinement, I | student, is beginning to feel right 
never owned the most popular | at home at Emory University now, 
item of haberdashery of its day,| though he still feels a little more 


had ’em. 


| the celluloid collar. But, residing | comfortable when the other and 
'for a winter in a summer resort— | 
'and let me pause to say that a/ around. 


older Dooley of Emory isn’t 
summer resort is no place tospend; When first introduced to the 
adie 4 he og geal pg soi | older a he Ppp: Neer 

sar—i mé ate Ss graspe is hand and shook i 
SE ei eamers eine, inge| soTouNY.epesking, a felendly 

S “5 reeting. , 
for such special occasions as pray- rattled “a vet poe < wick 
. — asad cee ne | grin, ye hey Ss warming it 
; .. | sort of chille arlie, 

celluloid required no laundering The older Mr. Dooley was sim- 


song ate tin | : 
and would remain immaculate un-| 5jy too transparent for close har- 
| 
| 


til its wearer had died of old age, . : 
when his eldest son would in- aaa gO cog ary wearing neither 


herit it. | “ad n 
That supposition was not borne | fact, except that grin! And Char 
out by the facts. A celluloid col-/a city which has thrived, I under- 
lar would acquire various stains—/ stand, solely from manufacturing 
on the outside. I never ventured! shirts, collars and laundry ma- 

to investigate what the inside—or | chinery. 

neck side—might reveal. Soap; These collars were three inches 
and water were supposed to re-/ tall and built double. One end 
store one to its pristine beauty,| stuck inside the other end, if you 
but perhaps my village was short| get what I mean, and getting one 
on soap. So such a collar would} buttoned after a tie was inserted 
take on various hues, like a black | was something to make you wake 
eye. It would reveal every color|up at night in a cold sweat, just 
in the spectrum except white. |thinking about tomorrow night’s 


Not a thing, in 


| chairman for the Georgia Press| 


There were o schools of| ice cream festival. If you final- 
thought in our village that win-|ly got inside one you stalked 
ter. The rattlers and the anti-| around the festive guests with 
rattlers. The latter, the conserva-| your chin in the air, snooting one 
itive element, wrapped a rubber and all, because you couldn’t see 
band around the two-piece de-| anybody but Miss Nellie Mayhem, 
tachable. front collar button to} who was six feet tall’ and full of 
quiet things down. The rattlers—j|sharp angles and hardly a lady 
the bolder and more liberal ele-| you’d pick to look at, even at an 
ment—let things ride, and when an) ice cream festival. And, besides 
exuberant Adam’s apple rose and| that, you couldn’t eat ice cream. 
fell behind a celluloid collar with|In that collar. Even the smooth- 
a loose button you could hardly| est lubricant, such as castor oil, 
hear the preacher. The old folks| couldn’t have got past it. 
_thought somebody was shaking a; Them were the days—perhaps. 
hickory nut in a gourd, but such| Personally I prefer these, when 
was rarely the case. | my shirts are not hardboiled and 

Though I never fell victim to} starched and their collars—built 
the celluloid neek adornment I did | on—are soft and pliable. I do not 
indulge in tall collars of the turn-| raise a howl when I find the top 
down or fold-over variety, order-/| button missing, because that gives 
ing same—25 cts. in stamps, by| me an excuse for snatching an- 
mail, postpaid—from Troy, N. Y.,! other inch of freedom. 


Good Morning 


By LOUIE D NEWTON 


THE CROP CORPS. ed from daylight to nightfall in 


Stewart Gelders, editor of the. me gor attr everything 

| . ;, | hey possibly could to aid the war 
Fitzgerald Leader Enterprise, 18/ creort, God has blessed their ef. 
forts. And now that the harvest 
season is upon us, they need the 
help of any and all who can give 
a day, a week, a month, in help- 
ing haarvest these crops. 

A number of communities have 
already responded in an organ- 
ized plan to help harvest the crops. 
Businessmen have actually closed 
their stores and shops one day a 
f | week, leading their employes in 
= | living a day’s work to their farm- 
er neighbors. This plan will quick- 
ly spread throughout the state. 
Other states are doing the same 
thing. 

The schools are co-operating 
splendidly. Many of the schools 
held early summer sessions in or- 
der that there might be a recess 
of several weeks during the har- 


Association for 
‘the Crop Corps 
movem ent in 
Georgia to en- 
list the co-op- 
eration of our 
people in help- 
ing harvest the 
1943 crops, and 
it goes without 
saying that Mr. 
Gelders is do- 
ing a grand job, 
as is every edli- 
tor in the state. 

And I hope it 
may be said of 
all and each of 
us that we, too, 
have done our very best in this 
vitally important effort. This is 


vest season. The boys and girls 


the idea: The farmers have work- | yj) get a great blessing and prove 


NOW—AS IN 1892 


ENJOY THIS 
DISTINGUISHED 
WHISKEY, SIR 


INSUMMER 
DRINKS 


Keep on Buying War Bonds ond Stomps 
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BLENDED WHISKEY 
f 
KINSEY DISTILLING CORP., Linfield, Pa. 


a great blessing as they go into 
the fields to help pick cotton, peas 
and other crops, and the practical 
knowledge which these young 
folk from the towns and cities will 
gain of agriculture will be ar as- 
set through all their lives. 

I am particularly concerned to 
see the church people take their 
full share in this fine undertak- 
ing. I have asked my own people 
to co-operate, and I have volun- 
teered, through our county agents 
in Fulton and DeKalb counties to 
do my bit in this effort. I respect- 
fully suggest to my fellow-pastors 
throughout Georgia that they take 
the lead in getting their people to 
help in the Crop Corps movement. 
Get in touch with your local coun- 
ty agent and he will tell you what 
your people can do to help your 
farmer neighbors, 

Governor Ellis Arnall, 
menting on this effort, says: 

“All who can help in harvest- 
ing must do so. City folks who 
can help should get in touch with 
the county agricultural agent in 
their county and register for vol- 
untary farm work. “ood is as es- 
sential in this war as munitions, 
Each volunteer worker will be- 
come a member of the United 
States Crop Corps and will. re- 
ceive recognition for his patriot- 
‘ism. He will receive wages for 
his work. Best of all he will help 
'to make certain that all of our 
| war crops are harvested for the 
‘use of our nation, our allies and 
our armed forces.” Thanks for 
your prompt and hearty co-opera- 


tion. 
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86.8 Proof 


65% Grain 
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lie’s hand, which really was shak-, his skin, so he feels better about 
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ing then. the whole thing. 
| ’ FOOD SITUATION. 
You see, the older Dooley of; The meeting came about when | ATHENS, Ga. Aug. 19.—Total 


Emory is a skeleton—a distin-| the Navy sent Charles to Emory! fooq production in 1943 is expect- 


guished skeleton, to be sure, a! for training. The older Dooley|ed to exceed the 1942 production 
learned and honored skeleton, but | had long been there, matriculating | by 4 per cent, and the average 
a grinning skeleton none the less, | (or perhaps skeletonizing courses) | production of 1935-39 by 31 per 
And he was grasping Charlie’s| so successfully that he was listed | cent, according to the Georgia Ex- 
hand as though he might lead him| in Who’s Who in American Col-| tension Service. This forecast is 
into a dark cellar for a quiet con-| leges and Universities as a/| based on the July crop report and 
fab. Yet Charlie survived that/ ghost writer, no doubt. Charles; assumes average weather for the 
meeting without jumping out of' comes from Middlesborough, Ky. rest of the season. 


ae — —- a ee ee 


_—— 


SCOUTS HONORED. 
COLUMBUS, Ga., Aug. 19.— 


| Four Phenix City Boy Scouts were 
|awarded the coveted rank of 
Eagle Scout at a court of honor 
|held by the Georgia-Alabama 
| Scout Council last night at the 
| Russell county courthouse. Receiv- 
'ing the awards were Billy Perdue, 
| William Weekley, Roy Edwards 
| and Eldridge Lake. 
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Look Ahead to Cold Weather to Come! 


FUR COATS 


BO. 


Seal Dyed Coneys 
Platina Dyed Coneys 


Silver Raceoon Dyed 
Opossums 


Other Beautiful Fur Coats? 


Black Pony Paws 
Grey South American Kids 
Black Indian Kidskins 


Hollandeer Sable Blended Northern 
Muskrats $239* 


Natural Russian Cross Foxes ————$189* 
Grey Dyed Indian Lamb $199* | 
Natural Silver Fox 34 Coats———-----$ 189 * 


Black Persian Lambs 


Not Every Size in Every Fur! 


Prices are LOW in 


Sable Dyed Southern Muskrats 


Mink or Sable Dyed Ceoneys 
Dyed Fox, %4-Length Coats 
Black Cross Persian Lambs ~ 


$189* 


South American Leopard 
Natural Blond Muskrat 
Natural Tipped Skunk, 49-In. Coats—3$1389* 


$239* 
$199* 
$189* 


*Prices Plus 10% Federal Tax! 
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Ernie Pyle Says: 


Sicilian Campaign 


Brings Bradley Fame 


By ERNIE PYLE. 

SOMEWHERE IN SICILY.—(By Wireless)—As all of you 
who have followed this column know, we have kept our pen 
pointed mainly at the common soldier—the well-known G. I. 
-—-for lo, these many months, and let the exalted high com- 
mand shift for itself. But now for the next few days we are 
going to reverse things and write about an American general. 


This is because he is pretty im- 


portant but not very well known | the corps which has been making 


to the public, 
thought you might feel a 


better if you knew what kind of 


man was in direct charge of your 
boys who have been doing the 
fighting in Sicily. 

The man I speak of is Lieu- 
tenant General Omar 


} 


| 


i 
; 
' 
' 


i 


| little if he had his way. 


; 


and because I) the main effort. 
little | 


Innately Humble. 
General Bradley has been writ- 
ten about very little, and would 
continue to be written about very 
He is 


|innately modest and humble, and 


Nelson | 


Bradley, who is the head of a’ 
corps of the United States Army. | 


General Bradley 


is what you) 


might call third in the American | 


command over here. 
Eisenhower is at the top of every- 
thing. Lieutenant General George 
S. Patton Jr. is the head man for 
our forces in Sicily. And Lieu- 
tenant General Bradley commands 


WARD’S CLEAN-UP 
WOMEN’S PLAY 
SHOES AND 


SANDALS 


@ Whites e Reds 
@ Greens @ Blues 


Fens ell 


OUTLET SHOE] 


WARD’ STORES 


103 WHITEHALL ST. 


General | 


on top of that he knows that too 
much publicity can sometimes 
wreck a man’s career. But he 
also realizes that when a soldier is 
in such a position as his he more 
or less becomes public property. 
So he has consented graciously to 
my doing this series about him. 

I make no bones about the fact 
that 1 am a tremendous admirer 
of General Bradley. I don’t be- 
lieve I have ever known a person 
to be so unanimously loved and 
respected by the men around and 
under him. In writing of him it 
would be easy to slip inte em- 
barrassing overpraise, so I will 
deliberately try to avoid that. 


Genera] Bradley came to Africa | 
in mid-February and joined the. 


front-line troops at Gafsa, in cen- 
tral Tunisia, during the bitter 
fighting at E] Guettar. He was 
deputy corps commander then, 
under General] Patton. 


Made Corps Commander. 

After El] Guettar, General Pat- 
ton was called back to work on 
the preparations for the Sicilian 
invasion, and General Bradley 
was put in command of a corps 
for the fina] great phase of our 
fight in northern Tunisia. 

He handled that campaign so 
well that, after it was over, he 
was promoted to lieutenant gen- 
eral, given a Distinguished Serv- 
ice Medal, and decorated twice by 
the French. He has continued to 
command a corps through the Si- 
cilian campaign, and again he has 
handled it with distinction. No- 
body knows what lies ahead for 
him, but we who have seen him 
work cannot believe that his path 
leads anywhere but upward. 

When General Bradley first 
showed up at Gafsa he hardly said 
a word for two weeks. He just 
worked around absorbing every- 


z 


RITES — Funeral services 
for James V. (Jimmy) Cal- 
houn, Atlanta insurance 
man who was accidentally 
shot Wednesday night, will 
be held at 11:30 a. m. today 
at Spring Hill. He was 40. 


thing afd getting acquainted, tell- 


ing everybody to keep on doing | 


his job just as he had been doing. 
In fact, he hasn’t said very much 
right -up to this moment. Yet, 
after a few weeks, his influence 
began to be felt, and gradually, 
before anyone was hardly aware 
of it, he had this corps in the 
palm of his hand, and every man 


‘in it would now go to hell and 


back again for him. 
Opinions of Him. 

One day a colonel] stopped me 
under a tree and said this about 
the general: 

“He ha. the greatness of sim- 
plicity and the simplicity of great- 
ness.” 

A second lieutenant friend of 
mine who has served with the 
Canadians and been twice deco- 


‘rated for bravery told me this: 


“He is the finest officer, with- 
out exception, that I have ever 
served under,” 

One night I was sitting with a 
bunch of enlisted men in the dusk 
and one of them said: 

“Are the correspondents awake 
to General] Bradley? Do they know 
what a fine man he is?” 

And now and then you'll hear 
a correspondent remark some- 
thing like this: 

Writers “Discover” Him. 

“Say, that Bradley is my man. 
I think he’s an old fox.” 

They always say it as though 


| 
| 


|and honesty. 


J. V. Calhoun’s| Buckhead Civitan Club Supplies 


Prisoners in Japan 
Set for T O d a 7 A thousand boxes for American ;man,. Holland Cash, formerly of 


Funeral Rites 


Funeral services for James V. 
(Jimmy) Calhoun, widely known 
Atlanta real estate, insurance 
executive, will be held at 11:30 
a. m. today at Spring Hill. Inter- 
ment will be in West View ceme- 
tery. 

Calhoun, 40, was accidentally 
shot Wednesday night while in- 
vestigating a noise in the yard 
of his home on Peachtree-Dun- 
woody road when the gun he was 
carrying dropped and discharged. 

Officiating at the services will 
be Dean Raimundo de Ovies and 
Dr. Richard Orme Flinn. 

Pallbearers will be Rutherford 
Ellis, Craig Mathews; Perryman 
Little, Albert Howell Jr., Linton 
Hopkins, Sam Weyman, Charles 
Winship and Jack Baldwin. An 
escort will be formed by mé@m- 
bers of Chi Phi fraternity. 

A son of the late Judge Andy 
Calhoun, Calhoun is survived by 
his wife, the former Miss Mary 
Brown; two brothers, Andrew B. 
Calhoun, of Anderson, 5S. C., and 
John Calhoun, of San Antonio, 


they were startled and quite 
pleased by their own sagacity at 
suddenly having discovered it. 
But General Bradley isn’t an 
old fox at all. He is too direct 
to be a fox. If he has two out- 
standing traits they are simplicity 
There is no pre- 


| tense about him, either in method 


} 


or in personality. He is just what 
he is, and that happens to be a 
plain middle-westerner with com- 
mon sense and common honesty 
who has studied and practiced all 
his adult life for the job he is 
doing now. And he is doing it in 
just the same calm way he would 
play a game of bridge or drive a 
car to the station. 

More about General 
tomorrow. 


Bradley 
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25 Movie Stars To Push 
War Loan, Due Sept. 9 


WASHINGTON, Aug. 19.—() 
Treasury Secretary Morgenthau 
expressed satisfaction anew today 
with War Bond sales and report- 
ed that every check the Treasury 
has made indicates pay-as-you-go 
taxes? have not interfered with 
bond purchases. 

Simultaneously, he announced 
at a press conference that about 
25 Hollywood movie stars will 
make a coast-to-coast tour in be- 
half of the Third War Loan drive. 
The tour, he said, will start in 
Washington September 8, eve of 
the formal opening of the $15, 
000,000,000 campaign. 
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2700 Pairs! 


PLAY 


* Originally $3.98 to $5.00! 


* White, pastels and darks! 


%* Pumps, sandals and oxfords! 


%* Low, medium, wedge heels! 


% Leather and substitute soles! 


%* Sizes 4-9; narrow, medium! 
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Boxes for 


RICH’S BASEMENT 


prisoners of war in Japan have 
been donated by the Buckhead 


Civitan Club for distribution to 

members of the Philippine-Ameri- 

= Club, it was announced yester- 
ay. 

These boxes, of proper dimen- 
sions for mailing, will be distrib- 
uted at the next meeting of the 
Philippine-American Club at 8 p. 
m., August 27, at the Henry Grady 
hotel, Mrs. Charles A. Cook Sr., 
president of the organization, said. 

Relatives and friends of Japa- 
nese prisoners may secure boxes 
at this meeting provided they have 
received the labels issued recently 
by the office of the Provost Mar- 
shal, Washington, D. C., without 
which the boxes cannot be mailed. 

First Labels Issued. 

These labels are the first to be 
issued which permit delivery of 
prisoner of war boxes to American 
service men held as Japanese cap- 
tives. 

Colonel George S. Clarke, one of 
the last officers to leave Bataan, 
will attend the meeting to suggest 
the most appropriate articles 
which they may send. 

The boxes must be within the 
1l-pound maximum limit and be 
in New York by September 15. 

In addition to supplying the 
boxes which the Philippine-Ameri- 
can Club members will use, the 
Buckhead Civitan Club will pre- 
pare a box for an orphan service 


Atlanta, who is now a Jap pris- | 
oner of war. | 

This organization has also vol- | 
unteered to pack boxes to be sent | 
to Japanese prisoners of war for 
those relatives or friends who re- 
ceive the labels from the provost 
marshal, but are unable to prepare 
the boxes. Persons who desire this | 
aid should contact Mrs. Cook, of 
650 Ormewood avenue. | 

Congressman Robert Ramspeck | 
will be the principal speaker at. 
the next meeting of the Philippine- 
American Club. 


Mediterranean Invasion 


Best, Russian Suggests 


MOSCOW, Aug. 19.—(4)—The| 
Soviet naval commentator, Ivan/| 
Yermashev, wrote in the newspa- | 
per Red Fleet today that the route | 
across the Mediterranean “appears | 
to be the best route to the conti-| 
nent” for opening a second front 
in Europe. | 

Yermashev said “Italy can not: 
be counted at all as a factor at 
sea between the forces of the Al-| 
lies and the continent.” He said 
the Axis did not have sufficient 
surplus power “to parry the blow | 


Famous Make Girdles 


Light boned girdles in rayon 3 
98 


satin and brocade. Short and 
Firm Uplift Brassieres 
from the outside.” | 


medium lengths. Sizes 24-36. 
Rayon satin, lace, and batiste. 
125 
“The devision is up to the Al-| 


Adjustable fastening, straps. 
Junior, medium, full cups. 32-40 

lied command and any decision RICH'’S BASEMENT—UNDERWEAR 

taken by the enemy cannot make| 


any difference,” he wrote. 
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Floral Designs and Stripes, Tub-Fast and Sun-Fast 


90° Drapery Fabrics 


89: 


Wide selection of colors and designs in 
solid novelty weaves and monk’s cloth. 
Big splashy floral patterns and stripes. 
All tub-fast and sun-fast. 50 in. wide. 


For Bedroom, Bath, Kitchen 


COTTAGE SETS 


1.29 -. 


Floral and checked tops in bright 


prints and flocks. 


White bottom 


sashes with red, blue, green, gold, 


black trim. 


RICH’S BASEMENT ANNEX, ACROSS FORSYTH ST. 


Fresh and Easy to Launder 


COTTON SPREADS 


A Famous Brand Known for Beauty and Quality! 


Scranton Lace Cloths 


Mended irregulars of Scranton lace 
1.4 ‘3 


cloths. So expertly mended you 
have to look to find the places! 
Three lovely patterns to choose 
from! In ecru. 60x80, 72x90, 


1.49 


You’ve been asking for these striped 


cotton crinkled spreads! 


Washable. 


Fast color in rose, blue, and green. 


RICH’S BASEMENT ANNEX—ACROSS FORSYTH ST. 


Medium Weight, Soft, Warm 


bas eae wee 
Oe LT 
© TES oo te ee 
cr Ss Ss Oy ae Oe 


1.98 


Suitable for Every Room in Your House! 


Bright Scatter Rugs 


Soft and warm cotton blankets. Me- 


dium weight. 


RICH’S BASEMENT ANNEX—ACROSS FORSYTH S&T. 


, 


Blue, rose, wine, and 
cedar plaids. Standard size, 66x80. 


Mothproof thermtex, Canadian 
hooked, reversible chenille, oval 
plush, and braided plaids. You'll 
find one suitable for every room in 
your home. Ideal for small halls. 


manace: | STORE FOR BUDGET HOMES—ACROSS FORSYTH STREET 
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Mussolini Kept Sicilian Masses Too Weak To Figh 


By CLARK LEE. 

WITH AMERICAN FORCES IN 
SICILY, Aug. 19.— (INS) —Al- 
ready they are beginning to fade 
sway, those glaring Fascist slo- 
gans stencilled and painted in 


challenging letters on the walls of | 


Sicily’s towns and cities. 


In the first few days after our | 


menace our invasion forces with 
the threat of 


from a hostile people. 


strong 


There was a certain impressive- | 


ness in the monotonous repetition 
of the words—“Duce a Noi!” 
(“Our Duce”) painted every few 


feet along miles of cement wall. | 


Even ancient churches were de- 
faced by the 
Duce’s cry. 
is available, Sicilians will quick- 
] blot out those reminders of 


opposition | 


raggedly-painted | 
Now. as soon as paint | 


'2t miserable years of Blackshirt 
rule. 

Most of the other Fascist slo- 
'gans are quotations from Musso- 
lini’s warlike speeches: 

“T will believe, I will obey, and 


if necessary, I will fight!” 

“Italy’s destiny lies upon the 
sea.” 

“We will shoot straight!” 

“Created With Blood.” 
|. “We have created an empire 
‘with our blood: we will fertilize 
it with our labor; we will defend 
‘it with our lives.” 

“The German soldier has as- 
tonished the world. The Italian 
soldier has astonished the German 
soldier.” 

“As long as I go forward, follow 
me. If I’ retreat, shoot me.” 

For all its trappings and slo- 
gans, Fascism has won only ha- 
tred in the hearts of the Sicilian 
\people. Some monuments to Mus- 


— 
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STUDY PHARMACY 


Next Freshman Class September 15th 
High School Graduates Eligible—Co-Ed 
Three-Year Accelerated Course 
Pharmacists in Great Demand 


Write for Catalog 


Southern College of Pharmacy 
R. C. HOOD, Dean 


223 Walton St., N. W. 
NATIONALLY 


Atlanta, 3, Ga. 
ACCREDITED 


oslini’s reign will endure longer 
than the slogans: Schools, roads, 


modernistic Fascist party head- 
quarters, and above all, an under- 
sized, undernourished population. 

To the average Sicilian, Fascism 
meant petty Blackshirt tyranny. It 
meant that their men were sent 
away to die in the deserts of Af- 
rica and the mountains of Ethio- 
pia for an empire they never 
wanted and which never benefit- 
ted them. It required the peasant 
to hand over his wheat, fruit, cat- 
tle and goats to the government 
at nominal prices. And his ration 
card provided him barely enough 
to live on. 

Purposely Weakened. 

Sicily’s underfed people illus- 
trate - Mussolini’s predicament. 
Strong, well-fed people might 
have had enough energy to oppose 
Fascist oppression, so the Duce 
had to keep the people weak. But 
in doing so, he deprived them of 
both the stamina and the incen- 


tive to fight. 


The only beneficiaries of Fas- 
cism in Sicily were party offi- 
cials. I’ve seen and talked to a 
good many of them. Men of all 
type, they are well dressed, fre- 
quently in riding breeches with 
a whip to symbolize their author- 
ity, paunches held in tightly and 
chest and chin thrust out in imi- 
tation of Mussolini, hair sleekly 
plastered a la pompadour, 

In contrast to the average thin, 
emaciated Sicilian, Fascist offi- 
cials are obviously well fed. In 
their homes, they have fine fur- 


niture and paintings, big libra- | some wheat 
curtains | shellfire; once in a while a shell 
Their | or bomb struck a farmhouse, and 


ries, heavily brocaded 

and full wine cellars. 
wives and daughters have bou- 
doirs well supplied with cos- 
metics and scented oils—not the 
evil-smelling castor oils 


Fascist squadristi thugs poured 
down the throats of their enemies. 


While the average Sicilian 
walked, or rode in a mule cart, 
Fascist officials owned small Fiat 
cars and were granted sufficient 
gasoline for both business and 
pleasure. They maintained big 
villas at beach resorts and city 
and country homes. 

Knew Liberators. 

It was because Fascism brought 
them oppression and hunger that 
the Sicilians greeted the Ameri- 
cans as liberators instead of as 
conquerors. 

Our soldiers cemented the new 
friendship by generosity and nat- 
ural goodheartedness. 

Because their island has been 
conquered by invader after in- 
vader in the past 2,000 years, Si- 
cilians always have ordered their 
lives with the thought of defense 
uppermost in their minds. 

People leave the towns only to 
work in the fields below. There 
are only a few farmhouses, each 
built like a fortress with 
walls two feet thick. 

The Sieilian countryside has 
absorbed the passage of warring 
armies with remarkably few 
scars. Here and there you see 
burned-out tanks, a destroyed gun, 


which | 


stone | 


{ Davidson New 
U. S. Air Chief 


fields charred by 


occasionally you come across a 
small cemetery with American 
names or German helmets on the 


crosses. 

In the cities, it is a different | 
story. Residents of Palermo say 
sadly: “You cannot recognize our 


BOMBAY, Aug. 19.—()—Major 
General Clayton L. Bissell, of 
Kane, Pa., gave up the command | 
of the U. S. 10th Air Force in In-| 
dia today to be succeeded by Brig- | 
adier General Howard C. David-| 


city any longer.” ‘son, of Washington, D. C. | 


Caltanissetta was an evil scene | 
of death and rubble when I en: | A formal announcement of the| 
tered the big city with our troops transfer said that Bissell had been | 
a few days after our planes sought “selected for a new assignment of | 
to bomb out Italian army head-| great importance” and would re-| 
quarters. Civilian buildings were|turn to the United States within| 
hit there and in other cities asi, few days. 
well as military targets. Bissell yesterday completed his 

Freakish Bombs. first year'in command of the 10th) 


' whole walls 


| 


dishes on a dining room table. 


Everywhere the bombs did/!Air Force, during which it poured | 
freak things. Some cleanly sliced | increasingly heavy bomb loads on| 
but left pictures! Burma, operating even through. 
hanging; or crushed half a house the monsoon season despite the’ 
without breaking glasses and _/ doubts of old timers in this thea- 
ter. - 

This island, rather than Malta,; Davidson, who is 53 years old | 
now is the key to the central Med-| and a graduate of West Point, be- | 
iterranean, and its airfields can-| came acquainted with this theater | 
not be allowed to fall again into! while on a special mission to India | 
the hands of a potential enemy of | and China several months ago. 
the Allied Nations. _ | Born in Wharton, Texas, he has! 

Only a few Sicilians are polit-| heen flying since 1916, when the 
ically conscious. They tell you|,. §. Air Force consisted of fewer | 
they want an independent Sicily, | planes than now are in a single 
perhaps under American or Brit- | group | 
ish mandate. Fascism so crushed : v ea 
its enemies there is no nucleus of | Telephone WAlnut 6565. Let a: 
a democratic organization. The Constitution Ad Taker help you to 
royal family, however, has a/find buyers for the idle, useful 
strong hold on the peoples’ affec- | articles in your spare rooms, attic 
\ tions. and storeroom. 


“GO TOGETHERS’— It's wonderful the way Rich's 


' continent 


| General 
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Superbly Trained Pole Armies 


and Britain, two superbly trained | 
Polish armies today are ready to 
fight their way onto the European 
and back into their! 
homeland. | 

Their commanders await 
the signal for the invasion 
start, the Polish government 
exile said today. 

The army which fought the 
Germans racing through Poland in| 
September, 1939, was virtually 
wiped out with 902,095 casualties | 
in killed, wounded and missing, | 
the government disclosed, but! 
some veterans of that force pro-| 
vide the nucleus of the two new 
armies. 

One force of about 80,000 men 
is based in the Middle East un- 
der the command of Lieutenant 
Wladyslaw Anders, 51- 
year-old thrice-wounded hero of 
the battle of Poland. Some of the 


only 
to 
in 


| men he leads were with him in 


the thick of the bloody warfare 
in their homeland. 


Another force of undisclosed 
thousands is stationed in Britain, | 
the government said. Both armies. 
contain strong artillery and para- 
chute units. | 

The forces also include 4,000 
Polish girls known as Pestkis 
who have been trained for de-| 
fense purposes but who ‘will, if! 
necessary, participate in actual 
combat. Their main duties, how- 
ever, will be to accompany the 
Army on offensive actions and. 
perform liaison work and other} 
auxiliary services. 

In addition, the force will be| 
augmented by several hundred! 
youngsters who recently reached) 
the age of 18. | 


Boy Scouts before! 
their country fell, they have been | 
trained for ordnance and signal | 
duties. 

Announcement of the casualties 


/ an 


In Indian Area Are Poised for Invasion Signal 


LONDON, Aug.. 19.—(?)—New-,) against the Germans. 
ly equipped by the United States | 


The battle 
against invading Russians was re 
ported to have cost the Poles 
20,000 killed and 181,000 captured. 
An additional 10,000 Polish sol- 
diers were said to have died from 


exposure seeking to escape after 


their country collapsed. The bat- 
tle of France and the Narvik and 
Libyan campaigns accounted for 


| the remaining losses, the govern- 


ment said. 


poe 


Ethyl Alcohol Is Placed 
Under Allocation Order 


WASHINGTON, Aug. 19.—()— 
Ethyl alcohol, the type used for 
industrial and pharmaceutical pur- 


poses, today was ordered under 
a system of allocation control on 
October 1 by the War Production 
Board. | 

Imposition of government con- 
trol over distribution reflected a 
tightening supply situation caused 
by increasing demand for alcohol 
synthetic rubber, explosives, 
drugs and medicines and war in- 
dustry. Quarterly allocations of 
the available supply will be made 
by WPB. 

Allotments will be strictly con- 
trolled to persons using 3,500 gal- 
lons or more each quarter. 


SELLING PRODUCE. 


RINGGOLD, Ga., Aug. 19.—The 
Catoosa county home demonstra- 
tion agent, Miss Miriam Camp, re 
veals that a number of 4-H Club 
girls in that county are selling 
produce from their gardens, one 
girl having realized more than 
$150 from one-fourth acre of to 
matoes., 


—— 
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Protect Your Home 


RE-ROOF NOW 


Finest Quality Materiales 
. ~~ h 


4 


in the Polish warfare was accom. 
panied by a breakdown of figures | 
showing a tol] of 200,000 Polish | 
forces killed and wounded and an- | 


Basement Budget Fashions go together to make up your fall outfit! 


State Roofing Supply Co. 
49 Alabama St., 8. W. JA. 3480 


SUIT STORY 


Checked Suit, fitted jacket ......14.98 
Chelton Beret in corduroy ........ 3.98 
Classic Slip-on pigskin gloves..... 3.98 
Shoulder-Strap Bag in felt 

Polished Calf Pump. Wall toe ..... 6.50 


Wooden Man for your lapel .. 


....1.00 


(plus tax) 


fs” ¢ + ae 
, * ? 
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P.O we : 
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Coat, Hollander mink dyed coney 89.98 


Faille Sailor, with fluted brim 
Faille Pouche Bag, wood frame 


(plus tax) 
.. 3.98 
ove 


Brown Suede Pump, felt flower... .6.50 
Flower Pin, with rhinestones...... 7.50 


(plus tax) 


Slip-on Gloves. Brown capeskin.. .1.98 


Bring War Ration Book 
With Coupon 18 for 
All Shoes. 


AFTER-FIVE — 
GLAMOUR 


Black Romaine Coat Dress 

Tiny Calot with curled feather... .3.98 

Slip-on Gloves, black capeskin....1.98 

Huge Cordette Bag in black 

Rhinestone Bracelet, 1.98 Pin, 6.50 
(plus tax) 


Baby Doll Shoes, Black suede ....5.00 


CASUAL 
SMARTNESS 


Tallored Dress. Shadow plaid 
Slip-on Gloves, brown capeskin.. 
Alligator Calf Bag, gold clip 
Alligator Calf Pump, sling-back... 
Oversize Beret in wool felt 
Novelty Necklace, brown, oat* ee 


RICHS BASEMENT 


4 


other 420,000 captured in action 


See Veronica Lake in 


“SO PROUDLY WE HAIL’—a Paramount picture 


— 


HER FAMOUS HAIR upswept 


Cola handy to enjoy during 


Veronica Lake sends 
_alr-raid warnings 


Lake works as a volunteer at the Hollywood Control 
Center... sending and receiving air-raid warnings. 
As you can see, she keeps a frosty bottle of Royal Crown 


for the duration, Veronica 


a time-out. 


218 Whitehall, St., S. W. 


calendar crowded. That’s why she prefers Royal Crown 
Cola for a lift and a fresh start. Veronica took the cola 
taste-test — picked Royal Crown Cola as best-tasting. 
She says, “‘It’s my favorite ‘quick-up’!” 


Veeontin, Lake Meesed 
ROYALCROWN COLA 
Best by laste-lest! =: 


THE ATLANTA ROYAL CROWN COLA CO. 


JA. 1814 


BUY MORE U. S. WAR BONDS AND STAMPS TODAY 


Friday, August 20, 1943 


1Q—The Atlanta Constitution 


By JACh TROY 


Well, 
Swan 
locally, for the year 1943. 

a poor year in others 


“Stay Wid ’Em!” 
ball, 


Ways, 


here it is, folks. Seasons’ end. 
song of Southern League base- 


It has been tine year, in many 


Th e fans have been loyal and have steekt to the club through 


thick and thin. 


They rallied strongly to the cause when they 


thought that the breaks were unnecessarily ha.'sh. 
It's easy to see why the other Southern League clubs are jealous 


of Atlanta. 
such support? 
first division clubs can claim it. 


What other club, deep in the second division, can claim 
Not a one of them. 


Not even the first place or the 


Atlanta makes a habit of leading the league in attendance. 
It irks the other clubs, but they never hesitate to go by and 
pick up a handsome check. They all want to come to Atlanta 


for the gate receipts. 

The fact that they are always 
condition:, 
begrudging a town success. 
the finish in the league. 

And so the Vols and Crackers 
Ponce de Leon season tonight. 


hardly seems to make sense. 
Atlanta ir 
It’s a baseball town 


} 
gunning for Atlanta, under these 
But it’s the old story of 
successful, regardless of 


are playing the last game of the 
Appropriately it’s ladies’ night. 


The Crackers have no finer supporters than the ladies. 
Nashville opened the season here; Nashville is closing the 


season here. 


Atlanta fans are always glad to see Larry Gilbert. 
All the fans get a kick out of his coaching. 


“Stay wid ‘em! 


Stay wid ’em!” Larry yells, cupping 


hands to mouth, and directing impassioned rem-rks to the 


batters. 


Larry will be out there for the last time this season tonight. 


He is making a determined effort to win oth) halves. 


The Vols 


won by nine and a half games in the first half, They are within 
striking distance of the top at this time. 
And a Gilbert club always finishes strong.? 


Some Background 


'yox occupants demanded to know 
of his last name, and something 
seemed to know. 
Oh, some rookie Gilbert has 
He didn’t know—nor did any 


Other night when Sahlin was sent to 
the mound by Skipper Gilbert, press 


his firstename, the right spelling 
about his past record. No one 


picked up, someone suggested. 
of ‘he rest of us—that he spoke 


lightly of a man who, in one season, pitched five no-hit games! 


Yes. sir. That’s the record. 
That’s how 


of the Yankees back in 1934. 


Sahlin, first name Bill, 


attracted attention 
He hurled three no-hitters in 


high school and two in semipro ball. 
He also accomplished one other feat that commands atten- 


tion. 


He was an American Legion pitcher and, 


in 1932, 


pitching for New Rochelle, he struck out 26 batters of a 


possible 27 outs! 


There usually is something behind a player when Larry Gilbert 


picks him out. 
Take Charley Brewster. 


If Charley doesn’t mean as much—or more—to the Nashville 


than 
the records are wrong. 


club 
$2 5 OOO, 


to the club. 


Hamrick, who has been peddled 


to the Phillies for 


Nashville’s play has picked up since Brewster returned 
He is a great figider and a steady hitter. 


And 


when the club’s at home and he is paired with Johnny 


Mihalic, the Vols turn in a lot 
Brewster, once a Cracker, 
couple of seasons. 


of double plays. 


has improved greatly in the last 


No manager would want a finer Southern League shortstop. 


Happy U 


Dutch Hoffman, 
mpires Claude Bond, substituting for Paul Black- 


behind the plate, and 


ard. were the happiest people in the park Wednesday night when 
Nashville and the Crackers set a new Southern League record for 


most runs scored by two teams, 39. 


“Nobody could blame that 
said. 
lowed the canary. 

Blackard was called to Peoria. 
Bond is finishing his 
here 

The Crackers and Vols missed 
free- hitting debacle. 


one on the umpires,” Bond 


Hoffman was grinning like the cat that had just swal- 


Ill., by the death of his father. 


assignment in the final series of the season 


one record in their high-scoring, 


Memphis defeated Little Rock, 29 to 5, in 1921. 


ashville fell short by three runs of scoring as many in winning, 


26 to 13. 


State Imposes Shrimp 
Tax; Seasons Announced 


By THE ASSOCIATED PRESS. 
The State Game and Fish Commission adopted a resolution today 
imposing a tax on all shrimp brought by boat into Georgia ports, 


-regardiess of where caught. 


Director Charles N. Elliott ex- 
plained that previously no tax had 
been imposed on shrimp caught 

outside territorial waters, and that 
any shrimpers had been “taking/ 
advantage of the ‘law by catching} 
shrimp in rivers and inside the 
three-mile limit and declaring that| 
they were caught outside.” 

A state law provides a tax of 
sixteenth of a cent a pound on; 
shrimp caught in territorial | 
vaters and that will be extended | 
the entire catch, Elliott | 


The tax will go into effect) 


pla ; 


vw" 
. 


yne- 

to)hOUcover 

Said. 
er 30 davs. 

Th commission also 
lished limits of coastal 
as originally set in a state law) 
passed in 1924, which based er 
on a coast and geodetic survey 
Elliott said sound limits had been | 
changed “frequently arbitrarily” 
and the action today would reduce | 
the size of some of the sounds 

Few changes were made in sea- 
sons for hunting game. 

There will be no open season | 
at all on alligators, rough grouse, | 
beavers, doe deer and sea turtle. | 
Elliott said alligators are rapi idly | 
becoming extinct in the state. 

The rabbit season was limited 
to trapping between September 15 
and March 1, and shooting be-' 
tween November 20 and March 1. 
Special permits for shooting rab- 
bit out of season may be ob- 
tained in case of damage to crops. | 

Elliott -said the o’possum and 
raccoon seasons would open No- 

ember 20 and close February 28, 
the squirrel season would open 
October 15 and close January 15,| 
the quail and turkey seasons will | 
epen November 20 and close | 
March 1 

The deer season will open No. 

ember 1 and deer may be hunted | 

the mountain section of the 
state until December 1]. In the) 
rest of the state the season will | 
close January 5. No deer may be 
ie refuges this year, | 


re-estab- 
sounds | 


1 in fal 
Sa id. 
federal seasons on 
tory birds wil) be followed. 

Elliott said there was no need 
to shorten any seasons or cut) 
down on bag limits, as “shortages | 
of shells and equipment and gaso-| 
line rationing will take care of; 
that.” 

The commission also elected | 
Wallace Gray, of Newnan, as vice 
chairman. 


a i | 
Eilott 


: 
The migra-| 


Vv 

Don’t envy anyone who picked | 
up a sp lendid used car. Do as HE | 
Find one exctly like it in| 
the Ww ant Ads of The Constitution. 


| 


League-leading 
‘across four ruffis in the ninth inning to 


| New Orleans 
| Little Rock 


' mings; 


A teeta an 


arry Wismer 
To Broadcast 
All-Star Game 


CHICAGO, Aug. 19.—(7)— 
Harry Wismer, of Detroit, will 
handle the play-by-play account 
of the 10th annual All-Star foot- 
ball game in Dyche stadium 
Wednesday night, beginning at 
8:30 p. m. (C. W.T.) over station 
WGN, Chicago. He will be as- 
sisted by Jack Brickhouse, of the 
WGN staff. 

The Mutual Broadcasting Com- 
pany will air the last half of the 
game, beginning at 9:30 p. m. 
(C. W. T.), with Joe Boland at 
the microphone. 


‘Southern League 


LITTLE ROCK, Ark., Aug. 19. 
New Orleans shoved 


Little Rock Travelers here 


defeat the 
to 2 Going into the 


tonight, 5 2. last 


frame, Little Rock held a 2-to-1l lead, 
but the Pelicans erased it quickly at 
the expense of Lopat and Greer. Lopat 


was the loser. 
000 100 004—5 8 O 
000 000 200-2 6 2 
Webb (9) and Carrola, Cum- 
Greer (9) and Roth, Pare. 


KNOXVILLE, Tenn., Aug. 19.—After 
building up a six-run lead only to see 
it wiped out by a rally in the seventh 
inning, the Knoxville Smokies finally 
beat the Montgomery Rebels, 9 to 8. in 
ll ininngs here tonight. The _ victory 
enabled the Smokies to stay in the 
race for the second-half title. 
Montgomery 600 00—8 15 
Knoxville 020 231 000° O1—9 15 3 

Parks, Wilson (5), Mosely (7) and 
Lane; Warchol, Ogden (7), Coffman (9) 
and Seminick. 


lt Was Bound 
To Happen! 
—Girl Grid Coach 


PITTSBURGH, Aug. 19.—(/) 
The manpower shortage led io- 
day to the appointment of Pau- 
line Rugh, comely blond physi- 
cal instructor, as football coach 
for Bell Township High school 
at Salina, 20 miles east of Pitts- 
burgh, 

The former Penn State co-ed 
explained she took the post in 
an emergency fecause “we had 
the equipment, the boys wanted 
to play and there was no man 
available to coach them.” 

“The Rockne, Warner or mod- 
el ‘T’ system?” she was asked. 

“Why,” she gasped, “I’m go- 
ing to ‘lave a system all my 
own. It’s going to be a surprise 
to everyone, even myself!” 


Williams, 
Lopat, 


Amateur Baseball Meet Starts With 2 Tilts Today 


Pirates Defeat|\ Vols Pound Out 21 Hits 


finest shows the Atlant 
world has to offer—the 
nual tournament of the 
Amateur Baseball 


Scottdale at Fulton Bag 


‘other between Whittier Mills and 


| the 3014 Company, from 


don’t want to know the 


is over. 


in on what the usually 
crystal ball shows. 


only the finalists. 


defending champion, and 


‘city title. 


In a normal year Lawson and 
the eatery boys would have the old 
whammy put on them by being 


made co-favorites for the 
no favorite has ever come 


dragging in the laurels in this tour- 
ney. But this year, when profes- 


sional players are being p 


to play in the meet, Cafe and Law- 
son simply look too strong for the 


rest of the field, with the 
exception of Whittier Mill 


also has strengthened considerably 


for the tourney. 


until tomorrow to start 
ment play. Beginning 
there wil] be a feature 


home of the Crackers, wi 


of Lefty Dick Douthat, 


is the defending champ! 
very much too strong for 
except Central Cafe. 


ton Bag nine is the 
time winner of the meet, 
an outside chance to 


top honors this year an 


1939 and again in 1941. 
FRIDAY SCHEDULE. 
Georgia Power vs. Scottdale, 
Bag; 5 o'clock. 
3014th Army Co. vs. 
Glenn Field; 5 o'clock. 
McCutcheon. 


Winners of two Friday 
o’clock: at Ponce de Leon. 

Central Cafe vs. East Point, 
de Leon; 5 o'clock. Umpires 
Garner. 


mont Park: 5 o'clock. 
McCutcheon. 
Lawson vs. 
Ansel 5 a'’clock,. 
Brow 
Fulton Bag 
Grant Park; § 
and Morrow. 
Southern Railway vs. bye. 
Postoffice vs. Naval Air 
Fulton Bag; 5 o’clock. 


Army Ajir Base, 


Umpires 


vs. 
o'clock. 


The strong Tubize baseb 


week, Saturday at 8:45 p 
be played at the East Th 
park. 

T. Z. Abercrombie Jr. w 
the Saturday game for Sil 


ton club. 


Federation— 
which gets under way with two 
games on the Friday bill of fare, 
one between Georgia Power and 


at Dixisteel’s Glenn field. 
And don’t look now again, if you 


winner until after the tournament 
But if you are ready to 
rush off to Africa or some place 
tomorrow we'll just let you in on 
the secret now—or rather let you 


The crystal is a bit cloudy and 
a little contrary today though, for 
it doesn’t reveal the winner, but 
According to 
“it,” Lawson General! Hospital, the 


Cafe, the City League champion, 
‘will be the clubs to battle for the 


All except the four clubs en- 
gaged in today’s openers will wait 


Saturday 
header’at Ponce de Leon park, the 


games scattered over the city. 
Lawson General Hospital, 
a brilliant pitching staff composed 


Long, Leonard Mayo and possibly 
Bill Ayers, Cracker ace this year, 


Manager Marvin Sargent’s Ful- 
only two- 


take 


the trophy. The Baggers., 


Umpires Brown and Pew. 
Whittier Mills, 
Umpires Shi and 


ATURDAY SCHEDULE. 


Seaboard vs. Ordnance Depot, 
Umpires Pew and 


Herron and 


Cluett-Peabody, 
Umpires Morris 


Station, 
Umpire Bagby. 


Silvertown, Tubize 


To Play 2 Games 


SILVERTOWN, Ga., Aug. 19.— 


from Rome, Ga., will meet the Sil- 
vertown team for two games this 


Sunday at 3 p. m. Both games will 


and in all probability Rucker will 
be on the mound for Tubize. 

The Sunday afternoon game will 
see Joe Giglio on the mound for 
Silvertown and Elmer §opeland 
will do the hurling for the visitors. 
Giglio and Copeland were former 
teammates with the East “homas- 


Lawson, Cafe 
‘ e | 
Co -Favorites 


To Win Crown 


Georgia Power Battles 
Scottdale and Whittier 
Tackles ‘3014.’ 


By CHARLIE ROBERTS. 
Don’t look now, but wait until 
this afternoon at 5 p. m. dnd come’! 
out and have a look at one of the 


a sports 
fifth an- 
Atlanta 


and the 


Conley, 


eventual 


reliable 


Central 


title, for 
close to 


ermitted 
possible 


s, which 


tourna- 


double- 
th other 
with 
Chester 


ion and 
any club 


and has 
down 
d retire 
won in 


at Fulton 


at 


3 


at Ponce 
Shi and 


at Pied- 


games, 


at Glenn 


at 


at 


all club 


m. and 


L. Newsome to 


omaston 


| Boston 


ill pitch | 
vertown 


MONTGOMERY, Ala.., 
(/P)—A nine-game footbal 


school coach and athletic 
their only out-of-town 
ment. The home schedule 
tober 1, 


tober 22, Dothan: Cctober 
phy, of Mobile; 


Dory Roche vs. 


PRICES: 55ce—85c—S$1.10. 


BIG TIME HEAVYWEIGHT WRESTLING 


Roland Kirchmeyer 
Jack Dillon vs. Al Mills—Sailor Blossie vs 


ADVAIr'CE SALE—PIEDMONT HATTERS 


. Babe Zaharias 
SERVICE MEN 14 PRICE 


TING 


G. 
112 447 
109 417 
107 452 
113 429 
115 440 
108 430 
92 313 


IN. 


PLA YER-CLUB— 
Musial, Cardinals 
Appling. White Sox 

akefield, Tigers 
Herman, Dodgers 
Elliott, Pirates 
Witek, Giants 
Curtright, White 


RUNS BATTED 

National League. | 

Nicholson, Cubs 
Elliott, Pirates 


Sox 


Tidwells 
Caningtn 96117 99) H.Johnson 
Oglesby 90 89 105'C.R.Jhsn 
V. Tidwil 107 105 107|E.Kimbro 
C.Tidwell 98 100 nn D.Kimbro 


Totals 391 411428) Totals 
Roxy Chumps J. M. 
98 106'M.Cleveld 
$5 87\ Raper 
88 104\J.Carter 
$9 98\Burnett 


| 


W2 12; 


377 392 407; Totals 
Deuces 
82 100 114; Brooks 

81 86 75! Lee 

106 83 77} Waringtn 
106 91 = Lawson 
+37 37 


Totals 
4 
Offutt 
Harris 
E.Jnnsn 
Wade 


37| 
} 
' 
' 


Totals 412397427) Totals 


en | 
Lanier Announces 
9.Game Schedule 


ule, with one date to be filled, was 
announced Tuesday by 
Moore, new Sydney Lanier High 


The Poets will play Woodlawn 
at Birmingham November 


September 24, Greenville; 
Ramsay Tech; October 8, 
Tuscaloosa; October 15, open: Oc- 


November 5, 
nix City; November 19, Talladega. 


The Big Six 
By THE net th PRESS. 


(Three Leaders in Each 6 ak 
Ab. R 


American League. 
88|Etten, Yankees 
76\Johnson, Yankees 76 
Herman, y Somers 71) + hcl Tigers 75 


‘Bowling 
MIXED DOUBLES ooo 


415 
Bombardiers 


Aug. 19. 
1 sched- 


Cleve 
director. 
13. in 
engage- 


follows: 
Oc- 


29, Mur- 
Phe- 


82 


98 83 92 
110120 81 
71 96110 
131 88 131 
+8 +8 +8 


418 395 422 
Tull 


97 99 96 
111 107 101 
85112 98 
122 129 92) 


447 387 | 


118 101 88 
99 89 97 
94105 95 

115 108 125 


| York 


426 403 405 


> SS 


"Constitution Staff Photo—Bill Mason. 


CENTRAL CAFE’S BLOCKBUSTER — Bobby Stith 
(above), 225 pounds of menace, is one of, the most potent 
stick wielders for the Central Cafe nine, winner of the 
City League championship and co- favorite with Lawson 
General hospital to win the Atlanta Amateur Baseball 
Federation’s fifth annual tournament, which starts today. 
Manager Dick Dodgen’s Eatery boys make their tourney 
debut at 5 p. m. Saturday at Ponce de Leon park, where 
they take on Harvey Peppers’ fast East Point nine. 


York Hits 24th Homer 


As Tigers, Bosox Split 


Dutch Leonard Wins 9th Decision as Robertson, 
Early Homer To Nip Chisox, 4-3. 


DETROIT, Aug. 19.—(4)—The Detroit Tigers shut out the Boston 
Red Sox, 10 to 0, in the second game of a double-header today behind 
the four-hit hurling of Virgil (Fire) Trucks after the Red Sox had 
won the opener, 4 to 3. Rudy York got his 24th homer in the second 


game, 
TIGERS 3-10; RED SCX 4-0. 
(FIRST GAME) 
30STON a.|.DETROIT ab. 
LWake,ss 1|\Sramer,cf 
Lupien,lb 2'\Hoover,ss 
M'ovich,cf 0|W’efield, lf 
Doerr ,2b 4\York,1b 
Fox, rf O\zzzMetro 
Partee,c 0|/Higgins,3b 
—berson, lf O\Harris,rf 
L.N’sme,3b 2\B’worth,2b 
H.N'sme,p 0/Richards,c 
xCronin O\zRadcliff 
Brown,p 


O/\Unser,c 
Hughson,p 


os 
— 


SC 
CoCo OoOOWN HK Owe be to 


—werer s- 


iio? Sir 2 se eo 
OronwnoKuneeuw? 


0|N’houser,p 
zzRoss 
Trout,p 
— me sem 
33 627 9 Totals 
xBatted for H. Newsome in Tth. 
zBatted for Richards in 8th. 
zzBatted for Newhouser in 8th. 
zzzBatted for York in 9th. 
Boston 000 010 
Detroit 
Runs, Metkovich, Fox, 
son, Cramer, Hoover, 
Lake, Bloodworth, Higgins; runs batted 
in, Cronin 2, York 2, Newhouser; two- 
base hits, Cronin, Hoover; three-base hit, 
Hoover; double lays, Doerr to Lupien, 
oerr to Lupien, Hoover 
to Bloodworth to York; left on bases, 
Boston 5, Detroit 12; bases on balls, off 
H. Newsome 3, Brown 1, Newhouser 3; 
strikeouts, by Brown 1, Newhouser 2; 
hits, off . Newsome 9 in 6 innings, 
Brown 3 in 2 2-3, Hughson 0 in 1-3, New- 
houser 6 in 8 Trout 0 in 1; wild pitch, 
H. Newsome: winning pitcher, H. New- 
losing pitcher. Newhouser. Um- 
wa, Stewart and Weafer 
(SECOND GAME.) 
000 900 000 9 4 2 
301 O31 UO2x-—-10 14 @ 
and Partee, Peacock; 


COreworNM SU AO Ke SO tAW 
l cCommowwwos 


io} 
L 
«Jj 


Totals 


210—4 


Partee, Culber- 
Harris; errors, 


some; 
pires, 
rime, 


| Detroit 
Woods, O'Neil (5) 
Trucks and Unser. 


CHICAGO, Aug. 19.—(4)—Sec- 
ond-inning homers by Sherrard 
Robertson and Jake Early, sand- 
wiched around a double by Gerry 
Priddy, gave Washington’s Sena- 
tors a 4-to-3 victory over Orval 
Grove and the Chicago White Sox 
today. Dutch Leonard allowed 


four hits for his ninth triumph. 
SENATORS 4; CHISOX 3. 
ab. Pe 0.a.|\CHIC’GO ab. 
4 4° 0|\Moses,cf 
; 12 O|/Hodgin,rf 
0 O/;Curtright,If 
0| Appling,ss 
2;}\K wtwski,3b 
1|/\Kuhel,1b 
0|/Culler,2b 
5/Castino,e 
5|Grove,p 


Totals 
030 
000 


> 


se 
8 bo 8S bo = = Co BD Be > 


WASH. 
Case,rf 
Vernon,1b 
Spence.cf 
Moore, lf 
Robrtsn,3b 
Priddy,ss 
Early,c 
Kamprs,2b 
Leonard,p 


Totals 33 6 27 13) 
Washington 
Chicago 

Runs, Robertson, Priddy § 2, 
Moses, Castino, Grove; error, Kampouris; 
runs batted in, Robertson, Early 2, Leon- 
ard, Mases, Hodgin 2; two-base hit, Prid- 
dy: home runs, Robertson, Early: stolen 
bases, Case, Priddy; sacrifice, Kwietniew- 
ski; left on bases, Washington 3, Chicago 
2: bases on balls. Leonard 1, Grove 1; 
strikeouts,- Leonard 3, Grove 2. Umpires, 
Hubbard, Berry and Rommel. Time of 
game, 1:32. Attendance, 2,378. 
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ST. LOUIS, Aug. 19.—(P)— 
Two drives to center field pro- 
duced three runs for the St. Louis 
Browns, who shut out the Phila- 
delphia Athletics, 3 to 0, tonight 
with the help of Denny Gale- 
house’s four-hit pitching. 

A'S O; BROWNS 3. 
PHILA. ab.h. 0. a.|ST. LOU. 
Heffner,2b 4 2 3|Guttrdg, 2b 
Estalela.if 0| Zarilla,rf 
0| McQuin,1b 
6| Laabs, lyf 
+ ae 
0| Byrnes,cf 
1|Chrstmn,3b 
0| Ferrell,c 
3| Galehose,p 
42413) Totals 30 
000 000 
St. Louis 010 020 00x-—3 

Runs, Gutteridge, Christman, Gale- 
house; errors, Mayo, Stephens, Estalella; 
runs batted in, Ferrell, McQuinn 2; three- 
base hits, Christman 2; double play, 
Hall to Heffner to Siebert: left on 
bases, Philadelphia 6, St. Louis 7; bases 
on Dalls, off Black 3, Galehouse es 
strikeouts, by Black 1, Galehosue 5: hit 
by itcher, by Black (Ferrell). Umpires, 
McGowan and Grieve. Time of game, 
1:45. Attendance (paid), 2,698. 


CLEVELAND, Aug.  19.—(P)— 

For the second consecutive day, 
the Cleveland Indians and New 
Yankees ran into extra in- 
as the Yankees took a 13- 
inning 2-to-1 decision in an after- 
midnight affray tonight. 


New York 000 000 001 
Cleveland 

Bonham, 
and Rosar. 


Siebert,lb 
Mayo,3b 
Swift.c 
Black,p 


Totals 31 
Philadelphia 
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rah Vie? LEAGUE. 
w, pcet.,| CLUBS— 
29 be 630 Mntgmery 
31 20 .608| Memphis 

Nashville 26 20 .565|AT’LNTA 

Lit. Rock 26 24 .520|/Birm’gham 


‘NATIONAL LEAGUE. 
CLUBS— w. lL. pct./\CLUBS— 
St. Louis 71 38 .651'/Chicago 
Cincinnati 62 50 .554|;Ph'delphia ! 
Pittsb’rgh 62 61 .549|\Boston 
Brooklyn 57 56 .504;,New York 


AMERICAN LEAGUE. 
. pet.| CLUBS— 
4 i Chicago 


CLUBS— 
N. Orlns. 
Knoxville 


w. 

29 

24 : 

20 33 .377 
15 


57 51 Stal Phu 40 71 


Results 


. SOUTHERN eg 
Thursday's Resu 
Montgomery 8; Saeereitie my (ut ins.). 
Nashville 13; ATLANTA 
New Orleans 5: Little Rock 2. 
(Only games scheduled.) 


Detroit 


AMERICAN LEAGUE, 
Thursday's Results. 
Boston 4-0; Detroit 3-10. 
Washington 4; Chicago 3 
New York 1; Cleveland 1 
plete in 10th inning). 
Philadelphia 0; St. 


fincom- 


Louis 3, 


NATIONAL LEAGUE, 
Thursday's Results. 
Pittsburgh 8; New York 1. 
Cincinnati 7; Boston 5. 
Chicago 2; Brooklyn 9. 
St. Louis 5; Philadelphia 6. 


INTERNATIONAL LEAGUE. 
Thursday's Results. 
Newark 0: Toronto 2. 
Jersey City 11; Buffalo 2. 
Baltimore 4-5; Rothester 9-4. 
Syracuse 5; Montreal 2. 


AMERICAN ASSOCIATION, 
Thursday's Results, 
Columbus 6; Milwaukee 10, 
Toledo 1; Kansas City 2 (13 innings) 
Indianapolis 4; St. Paul 5. 
Louisville 4; Minneapolis 1, 


PIEDMONT LEAGUE. 
Thursday's Results. 

Lynchburg 0-1; Richmond 5-0. 

Roanoke 2-0; Portsmouth 0-7, 
Norfolk 0-2: Durham 1-2. 


Today’s Games 


SOUTHERN ASSOCIATION, 
(Four Night Games.) 
Montgomery at Knoxville. 
Nashville at ATLANTA. 
New Orleans at Little Rock, 
Birmingham at Memphis. 


AMERICAN LEAGUE, 
New York at Cleveland. 
Boston at Detroit. 
Philadelphia at St. 
(One night game 
Washington at / 


panes 


NATIONAL LEAGUE, 
Pittsburgh at New York (2). 
Chicago at Brooklyn. 
Cincinnati at a 
(One night gam 
St. Louis at Philadelphia. 


Cracker Batting 


Game 7 : es 18, 
ab. 
5 


(include 
Player-Pos.— 
p 
Cortes, 
Mauldin, 
Cozart, p 
Deal, of 
Treadway, of 431 
Hughes, ib 397 
Theobald, of 11 
Hartsfield, ss 437 
Glock, 2b-3b 368 

256 


p 


c 
Todhuntr, 
Smith, util 
Curtis, p 
Todd, p 
Perrin, p 
Adkins, p 
Cross, 3b 
Chitwood, p 

Leader a year ago today, Deal, . 
Team batting, at bat, 1,642; hits, 
percentage, .265. 
pinay gated RECORDS. 
w. pct. ip. h. 
15 12 556 181 “a 

“2 138 148 

438 136 157 

429 91 112 


3 
a ee es 


Curtis 
Thomason 
Todd 
Cozart 
Cortes 
Perrin 
Adkins 
Chitwood 


Cronin 


Giants, 4 to. 1; 
DiMag Homers 


Shoun Wins His 10th as 
Reds Nip Braves, 


7 to 5. 


NEW YORK, Aug. 19.—(P)— 
Sparked by Vince DiMaggio’s 14th 
homer of the year with two on and 
two round-trippers by Jim Russell, 
each with one aboard, the Pitts- 
burgh Pirates pummeiled the New 


York Giants today, 8 to 1. 
PIRATES 8; GIANTS 1. 


P’BURGH ab.h.po.a.|N. YORK 
Cscarart,ss 5|Bartell,ss 
Russell, if 0\Witek,2b 
Rbeling,2b 4|Rucker,cf 
V.Rbays,rf 0|Medwick,lf 
O’Bren,3b 4, Ott, rf 
Fletcher.lb 0| Gordon,1b 
DiMggio,cf 0| Jurges,3b 
pez,.c 0;Mancuso,c 
Herbert,p 2'Fischer.p 
Mungo,p 
zMaynard 
Adams,p 


Totals 361227 is! Totals 33 82718 
zBatted for Mungo in eighth. 
Pittsburgh 100 320 002—8 
ew York 000 010 000—1 
Runs, Coscarart 2, Russell 3, O’Brien, 
Fletcher, DiMaggio, Ott; errors, Bartell, 
DiMaggio; runs batted in, Van Robays, 
DiMaggio 3, Russell 4, Mancuso; home 
runs, DiMaggio, Russell 2: double plays, 
Rubeling to Coscarart to Fletcher; left on 
bases, Pittsburgh 6, New York 6; bases 
on balls, Fischer 2. Adams 1, Mungo 2, 
Herbert 1; strikeouts, Fischer 1, Herbert 
1, Mungo 1; hits, off Fischer 9 in 4 in- 
nings (none out in 5th), 
4. Adams 2 in 1; losing pitcher, Fischer. 
Umpires, Ballanfant, Reardon and Goetz. 
Lin ey of game, 2:00. Attendance, 2,451 
paid. 


a?) 
2 


sahahedeththtbeileted 

CO mt ee Ne ee wo! 

Suleman] 
ee et tt a 
SCOSSCCONK ONY 
COSCUNSCOAAS 
HOnMONAWOOOWA” 


BOSTON, Aug. 19.—(4)—The 
Cincinnati Reds defeated the 
Braves 7 to 5 today, with South- 
paw Clyde Shoun winning his 
10th game of the season as a re- 
lief pitcher. 


REDS 7; BRAVES 5. 
CINCIN. ab. | 

Frey ,2b 
Marshall, rf 
Crbtree,rf 
Haas,cf 
M'Cmck,1b 
Tipton, lf 
Mesner.3b 
Miller,ss 
Mueller,e 
Starr.p 
Shoun,p 


0) Holmes,cf 

0} Wrkman, rf 

0; Nieman, lf 

0| Poland,c 

0 Masi,c 

1! Farrell,1Ib 

1) Wtimann,ss 

2| Joost, 3b 

1 Barrett.p 

0 zKluttz 
zzSalvo 
Mefayden,p 
tz7 Ross 
Odom,p 


co-NK Kk OK owt 
——s 


ee oe. ? Se 
—SOV=NOWPAAeMOW 
! 
i OrocoocosowaeawueKeuwwuet 
we! ecoscsososcs eschews D 
7] 
i ee 
—s » 
wiocoocew2eseOCooeocn’ 


ts 


Totals 381227 8 Totals 32 
zBatted for Barrett in 6th. 
zzRan for Kluttz in 6th. 
zzzBatted for Macfayden in 8th. 

Cincinnati 002 013 010—7 

Boston 200 111 000—5 
Runs, Frey 2, Tipton, Mesner 2, Miller. 

Starr, Ryan, Holmes, Nieman 2, Masi: 

errors, Ryan, Joost; runs batted in, Haas 

2, Mueller 2, Crabtree, Miller, Nieman 2, 

Ryan, Holmes, Wittelman; two-base hits, 

Frey 2, Haas, Mueller, Ryan, Poland: 

three-base hits, Mueller: home run, Nie- 

man; stolen base, Frey: sacrifice, Wietel- 
man; double play, Barrett to Ryan to 

Farrell; left on bases, Cincinnati 7. Bos- 

on 7; bases on balls, off Starr 3. Shoun 

3, Barrett 1, Odom 2: strikeouts, by 

Starr 1, Shoun 4, Barrett 1: hits. off 

Starr 5 itn 4 1-3 innings, Shoun 3 in 

4 2-3. Barrett 9 in 6, Macfayden 3 in 2. 

Odom 0 in 1; balk, Barrett: winning 

pitcher, Shoun:; losing pitcher, Barrett. 

Umpires, Barr and Conlon. 

game, 2:06. Attendance 1,845. 


BROOKLYN, Aug. 


home run with one on in the first 
inning, Curt Davis pitched shut- 
out ball today to lead the Brook- 
lyn Dodgers to a 9-to-2 triumph 
over the Chicago Cubs in a twi- 
light game. 
CUBS 2: 


CHIC’GO ab. 
Stanky,2b 
Martin,3b 
Cararet,lb 
Nichlsn,rf 
Goodmn,lf 
Pallsndr,cf 


DODGERS 39, 


a.| BRKLYN. ab. 
4, Bordagy.3b 
2} Vaughan,ss 
1] Walker,rf 
0} Galan,cf 

0} Hermnsk, If 
0} Herman,2b 
li Schultz,1b 
0| Bragan,c 
ae 


3 
° 


l oS oC OR WOOK On: 


2 | 


1 OSmMOOoKNWmoo~u! 
WWWuw wu 
SYK OoFKWwWwnrwT 
PP WAIONMOD 
orn ooco 


Livingstn,c 
Bithorn,p 
Hanyzsk,p 
xxNovikof 


“pew hf bw * 


_ 


q 

Totals 35 82410! Totals 38 16 27 9 
xBatted for McCullough in seventh. 
xxBatted for Hanyzewski in ninth. 


Chicago 200 000 000—2 
Brooklyn 101 204 Olx—9 

Runs, Stanky, Nicholson, Bordagaray 
2, Vaughan, Walker, Galan, Herman 
Schultz, Bragan, Davis: errors, Lowrey. 
Schultz, Bordagaray; runs batted in. 
Nicholson 2, Walker 3, Bordagaray 2. 
Galan 2, Hermanski 2; two-base hits, 
Bordagaray 2, Walker, Galen; home run, 
Nicholson; sacrifices, Bragan, Davis: 
double plays, Stanky to Cavarretta, Low- 
rey to Stanky to Cavarretta, Herman to 
Schultz; left on bases, Chicago 8, Brook- 
lyn 9; bases on balls, off Bithorn 2, Da- 
vis 2; strikeouts, by Bithorn 1, Davis 4: 
hits, off Bithorn 13 in 5 2-3 innings, 
Hanyzewsk} 3 in 2 1-3; losing pitcher, 
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>To Beat Crackers Again 


Three Atlanta Hurlers Unable To Halt Gilbertmen; 


Score Is 13 to 4. 


By JACK TROY. 
_Constitution Sports Editor. 


There were still a lot of hits 


left in Nashville bats last night. 


Larry Gilbert was back from the wedding of Nashville Club Owner 


how they took the Crackers apart 
And so the tinal’ result was} 
Nashville 13, Atlanta 4. The Vols | 
collected 21 hits off the deliveries | 
of Todd, Cozart and Chitwood. | 
Skipper Gilbert was well pleased. 
Mack Stewart, ex-Cracker, won| 


his second game of the series, al-| 


lowing nine somewhat scattered | 


| hits. 


off Mungo 1 in| 


Time of | 


The other night he won in a, 
|relief role, pitching only one in- 
| ning. 

The last game of the season is. 
scheduled tonight at old Poncey 
park. Larry Gilbert will send his! 
“Sunday” pitcher, Mooty, of the’ 
Cubs, against the Crackers’ Vernon | 
Curtis. 

It’s ladies’ night and the game 
begins at 8:15. 

The Vols are four-up in the five- 
game series. Before they moved 
into town the Crackers had won 
14 out of 17 home games in the 
second half. 

Their record has been knocked 
cock-eyed by the slugging Vols. 

But there has been no dimuni- 
tion of interest among the fans. 
The paid attendance last night was | 
1,257. 

Fine fielding rewarded their | 
loyalty. Viers, alone, handled 14 
chances without an error. He had | 
10 assists. 

Viers also took part in three. 
double plays. ' 

If the Vols hadn’t been knocked | 
off by pairs, they might have 
shown Skipper Gilbert a lot more. | 
As it was, 39 runs and 50 hits in| 
two games, ought to be good | 
enough. 

The lid was off as soon as Todd 
began pitching. The Vols scored | 
twice in the first inning. Gilbert. 
forced Brewster, who had singied, | 
and raced home on Platt’s triple. 
Sauer scored Platt with a single. 

There was only one Vol run in 
the second. Elko doubled, Kreit- 
ner singled and Stewart hit into} 
a double play. Elko scored on. 
the play. Brewster lined to right | 
and Deal made a great leaping 
catch near the signs. : 

In the fourth, Hicks and Chap- 
man hit singles and then Elko hit 
into a double play. Hicks scored. 

The Vols cut loose with a six- 
run attack in the fifth. Brewster 
and Gilbert singled and Platt. 
tripled. Hicks went safe on an) 
error and Platt scored. Chapman 


‘and ‘Dunn. 1, 
3,440. 


Stewart 
Attendance, 


Bithorn. Umpires, 
Time of game, 2:10. 


PHILADELPHIA, Aug. 19.—(P) | 


|The Phillies scored four unearned | 


19.—(#)— | 
After Bill Nicholson hit his 18th) 


| Klein,2b 
| Musial,rf 
* | Krist.p 


i 


i ski 2, 


| hits, 
i ski: 


| 


| Philadelphia 


Jorda. 


o— — 


runs in the sixth inning, after the | 

side should have been retired, to) 

defeat the St. Louis Cardinals, 6 | 

to 5, before 13,733 paying custom- | 

ers at Shibe Park tonight. 
CARDS 5; PHILS 6. 

ST.OUIS ab. h. o. a..PHILA. a 

2 Murtagh,2b 

1: Adams,cf 

1|Dhigren,1b 

1| Northey.rf 

1| Triplett,lf 

0 Wasdell,cf 

0; Moore,c 

0|Stewart,ss 

0|May,.3b 

5|Barrett,p 

0 Kraus,p 

0 

1 

0 


? 


oo a®* 


Walker.cf 


= 
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O’Dea.c 


—_ 
RroOo°orFrOor- eH OO RNAS 


| Sanders,1b 
Krwski,3b 
Hopp. lf 
Ltwhiler,lf 
Mario,ss 
Lanier,.p 
xGarms 
Dickson.p 
W.Coopr,c 


Totals 37 92412) Totals 
xBatted for Lanier in 7th. 
St. Louis 000 
000 004 
Walker, Sanders, Musial, 
Adams 2, Northey § 2, 
Moore: errors, O'Dea, Walker, Murtaugh; 
runs batted in, Hopp, Sanders 2, Kurow- 
ski 2. Moore 3, Stewart. Wasdell; two- | 
base hits, Kurowski, Adams; three-base | 
Moore. Sanders: home run, Kurow- 
sacrifice. May: double play. Klein to | 
Marion to Sanders: left on bases, St 
Louis 7. Philadelphia 7: bases on balis. 
off Lanier 5, Dickson 1, Krist 1, Barrett 
1, Kraus 1; strikeouts, hy Lanier 3, Krist | 
1. Barrett 1: hits, off Lanier 7 in 6 in- | 
nings, Barrett 9 in 7 1-3, Dickson 3 in| 
1, Kraus 0 in 1 2-3, Krist 0 in 1; passed 
balls, O'Dea 2: winning pitcher. Bar- | 
rett: losing pitcher, Lanier. Attendance. | 
13,733. Umpires, Pinelli, Barlick and | 
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29 10 27 15 


100 040—5 
20x—6 
Kurow- 


Runs, 
Triplett, 


ee en 


| Elko, 


Elko: 


| wood 1: 


‘singled and Elko 


| Fay Murray’s daughter and the Vols evidently wanted to show him 


in his absence. 


~The Box Score 


NASHVILLE— ab. 
Brewster, ss 
Gilbert, cf 
Piatt, if 

| Sauer, rf 
Carison, 2b 
Hicks, 1b 
Chapman, 2b-rf 
3b 
Kreitner, c 
Stewart, p 
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Totals 
ATLANTA— 
Todhunter, 
Viers, 2b 
Hartsfield. 
Mauldin, cf 
| Deal, rf 
| Smith, 1b 
Theobald, 
mart Cc 
Todd, p 
Cozart, p 
Chitwood, p 
aHughes 


Nm 
- 


= 


eo004.044-04308w*" 


3b 


if 


jf! ome@~ncenncueZs! esseonenne 
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Totals 35 
aBatted for Chitwood in 


Nashville ’ 
set, 2m oc 


Runs batted in, Platt 4 5 r. 
ner 3, Chapman, Elko, Nughen Paghee 
iter, Smith, Theobald: two-Dase fits, 

three-base hits, Platt 2, Elke, Gil- 
bert; stolen bases, Hicks; double Piays 
Viers to Todhunter to Smith 2. Viers to 
Smith, Deal to Smith, Brewster to Hicks 
Gilbert to Elko, Stewart to Brematee to 
Hicks; left on bases, Nashville 5, Atlanta 
; base on balis, off Stewart 1, Chit. 
wood 1; struck out, by Stewart 5. Ch.t. 
hits, off Todd 11 in 4 innings, 
7 runs, off Cozart, 3 in 1-3 inning, 3 runsy 
Ld ae Chitwood; losing pitcher, 

ropires Bon 

Time of game, 1:55. eo See 


5! 


Sth. 


Ing. | tripled and 
Kreitner singled. 

A Vol error, putting Theobald 
on base, led to a Cracker run in 
the fifth. Walls singled and when 
he was forced by Todhunter, Theo 
bald scored. 

Gilbert tripled and scored on 
Platt’s single in the sixth. 

The Crackers tallied twice in 
the sixth. Mauldin singled and 
Deal got on base through an er- 
ror. Smith scored Mauldin with 
a single. Theobald forced Smith 
and Deal went home. 

Brewster trotted home when 
Gilbert deliberately got into a 
chase in the eighth. 

Singles by Carlson, Elko and 
Kreitner accounted for the 13th 
Vol run in the ninth. 

Theobald scored the fourth 
Cracker run in the ninth, hitting a 
single, advancing on Walls’ single 
‘and | going home on Hughes’ fly. 
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Crack ers Peddle — 
Charlie Glock 


To Indianapolis 

INDIANAPOLIS, Aug. 19.— 
(?)—The Indianapolis American 
Association baseball club today 
purchased Charley Glock, in- 
fielder, from Atlanta, of the 
Southern Association. He will 
report to the Indians in Minne- 
apolis Saturday 

Al Schlensker, secretary of the 
Indianapolis club, said Glock 
was acquired with the stipula- 
tion that the Indians be given 
the privilege to buy him outright 
if satisfied with his performance 
at the end of a 30-day tryout. 


NAPIER FIELD. 


BAINBRIDGE, Ga., Aug. 19.— 
(P)—In a six-inning game fea- 
tured by three homers and 27 hits, 
Napier Field defeated Bainbridge 


Army Air Base here yesterday, 


be 10. 


oni 


= 


AERA 


NASHVILLE 


LADIES TONIGHT 


NIGHT 


oe 


THE EARLY BIRD GETS THE WORM 
SO DOES THE EARLY BUYER GET THE 
CHOICE OF PATTERNS 


Why wait? 
stock to select from. 


2-90 


Buy your fall suit and topcoat now while you have a full 


Kibler & Long now have a full line of new fall 
Suits in the latest patterns and styles at 


4:7° 
TOPCOATS 


7°° 


You will find it to your advantage in every way to make your selection 
now at these low prices— 


209-90 . 


29.50 . 


24:50 


A SMALL DEPOSIT WILL HOLD ANY SUIT OR TOPCOAT FOR YOU. 


Sport Coats in a Large Selection of Styles—.12.50 
Summer Sport Pants—3.50—4.00—4.50—5.00 


ALTERATIONS FREE - 


KIBLER & LONG 


70 PEACHTREE ST. 


AT 


POPLAR ST. 


2 STORES 


5 DECATUR ST. 


AT 


3’ POINTS 


Pettit Trims 
Major Bon ner 
In State Meet 


Third-seeded Lieutenant Walter | 
Pettit, of the Naval Air Station, 
joined Defending Champion Don- 
ald Floyd in the semifinals of the 
tennis tournament with a) 
5-7, 6-2, 6-1 victory over Major 
T. W. Bonner, of Douglas, Ga., 
vesterday afternoon at the North 
Side Tennis Club. 

The young naval flyer’s victory 
was registered only after a lively 
scrap. The flying major, a former 
Louisiana and Mississippi titlist, 
displayed a well-rounded game 
and seemed on his way to another 
upset win after the first set. His 
young rival suddenly found his 
game in the second set, though, 
and came through with the loss of 
only two games. The third set 
was even easier for Pettit, as he 
outsteadied the major all the way. 
Pettit’s next start in the singles 
will be Saturday afternoon against 
the winner of today’s 
match between Malcolm 
and Jack Teagle, the 
seeded performer. 

Howard McCall, of the Navy 
and Georgia Tech, moved into the 

uarterfinals by trimming Tom 
Molloy, a clever junior from 
Memphis, 6-3, 6-2. Howard is 
booked against fourth-ranked 
Frank Willett this afternoon at 
4° p. m. The winner in this tussle 
will move into the_ semifinal 
round opposite Donald Floyd. 

In the men’s doubles play, Bill 
Bero and Jack Teagle served no- 
tice on the rest of the field that 
they intend to be around when the 
silverware is passed out by oust- 
ing Malcolm Manley and Eddie 
Amark, the former California ace, 
10-8, 3-6, 6-4, in a hotly contested 
match. Tom Molloy and Major 
Bonner also moved forward in 
Goubles play, defeating Wink 
Mason and Vince Connerat, 6-2, 
6-4. 

Ten matches are slated today, 
with the semifinals in all divisicns 
except the junior singles on tap 
for Saturday afternoon. Junior 
singles finals will be played to- 
morrow. 

YESTERDAY'S RESULTS. 
MEN’S SINGLES. 

Lieutenant Walter Pettit defeated Major 

T. W. Bonner, Douglas, Ga., 5-7, 6-2, 6-1; 


Howard McCall defeated Tom Molloy, 
Memphis, 6-3, 6-2. 
JUNIOR DOUBLES. 

Tom Molloy. Memphis, and Howard 
Callaway. Hamilton, Ga., defeated Tommy 
Lukens and Stanley Smith, 2-6, 7-5, 6-4. 

MEN’S DOUBLES. 

Jack Teagle and Bill Bero defeated 
Eddie Amark and Malcolm Stanley, 10-8, 
3-6. 6-4: Tom Molloy, Mempnis, and 
Major T. W. Bonner, Douglas, Ga., de- 
feated Wink Mason and Vince Connerat, 


6-2, 6-4. 
TODAY'S SCHEDULE. 

3 P. M.—Tom Molloy, Memphis, vs. 
Eda Adams, Columbus, Ga.; Stanley Smith 
vs. Tommy Lukens. 

4 P. M—Frank Willett vs. Howard Mc- 
Call: Sara Comer, Miami, vs. Louise 
Fowler. Covington. Ga.: Malon Courts 
and Lieutenant Walter Pettit vs. Major 
T. W. Bonner and Tom Molloy. 

SP. M.—Jack Teagle vs. Maicolm Man- 
ley: Howard McCall and Frank Willett 

Carl Maddox and Carliton Wellborn. 
Sara Comer, Miami, and Pat Rappel, 
‘ay ee vs. Tommie Mason and 

Mart ha Wil liamson 

6 P M.—Ed Adams and George Adams, 
Columbus, Ga.. vs Bob Gordon and 
Louie Wood: Jerda Trentham and Betty 
Lewis vs. Amy Bell and Beth Hart. 

Vv 


RocheGrapples 
Kirchmeyer in 
Feature Here 


An all-star card of wrestling will 
be presented at the city auditorium 
tonight at 8:30 by Promoter 
Sammy Friedman. 

Sensational events have marked 
the programs of recent weeks and 
action along the same line may be 
reasonably expected tonight. 

The card is headed by Dorv 
Roche, the popular, veteran, and 
we oem Kirchmeyer, one time Ok- 

). star and National AAU 
eines 

In the semi-windup 
is taking on Al Mills 

Sailor Fred Blassie and 
Zaharias will open the show. 


state 


Manley 
second- 


Dillon | 


Jack 


Promoter Friedman has gone all- | 


out .o please the fans and the re- 
-gult has been a greatly improved 
brand of wrestling. A further re- 
sult has been the increase of pa- 
tronage. 

Tickets are on sale at Piedmont 
Hatters. 


N. F niton Tourney | 


Starts August 2] 
will] 


Fi aie Golf 
hampionship tournament on 
gust 2], Pro Albert Jones an- 
inced yesterday. One week 
will be devoted to qualifying, 
with August 29 the deadline. 

One match will be played each 
week after qualifying 

The public is invited to enter. 


begin § in 
Au- 


mr, 
4. 


feature | 


Babe | 


the 
Association’s 


‘Texas A. & M.’s 
6,000 Cadets 


Sean if in Movie 


Walter Wanger’s latest produc- 
ition, “We’ve Never Been Licked,” 
'the story of Texas A. & M., its 
glorious traditions and a particular 
|cadet who gave his life in defense 
of his country, is an _ inspiring, 
| thoroughly entertaining photoplay 
| which should enjoy a successful 
‘i'engagement at the Fox theater, 
where it opened yesterday. 

Richard Quinne and Anne 
Gwynne are the stars. They share 
the romantic spotlight, with Noah 
Beery Jr., the third party in the 
eternal triangle. They are backed 
up by more than 6,000 cadets who 
wear the uniform of the A. & M. 
| Aggies. 
| The first 30 to 40 minutes of the 
film deal with the love interest 
and the training of the cadets at 
the college. Then war, and one 
cadet (Quinne) becomes involved 
with two Jap students in a spy 
plot. He is expelled from school, 
but later clears his name. when he 
leads a group of Navy planes in a 
|daring raid on a Jap carrier. 

Beery’s work was especially 
good. Quinne and Miss Gwynne 
handled their parts well also. 

“We've Never Been Licked” has 
our vote as the best of the week. 
See it. (Paul Jones.) 


‘Mr. Big’ Presents 


New Screen ‘Find’ 

Featuring an extraordinary 
lineup of juvenile talent, headed 
by Donald O’Connor, promising 
new screen “find,” ‘Universal’s 
“Mr. Big” moved into the Para- 
mount theater yesterday for a 
week’s stay. 


This is one for the youngsters, 
the lovers of jive music, and prob- 
ably won’t be appreciated by the 
grown-ups, even though it offers 
a wealth of wacky comedy. 


A musical, “Mr. Big” is made to 
order for O’Connor and his danc- 
ing partner, youthful Peggy Ryan. 
Loud and swingy, it tells the story 
of how a group of young music 
lovers mingle boogie-woogie with 
high-brow compositions. 

Several new tunes are intro- 
duced by Gloria Jean, Ray Eberle, 
O’Connor and the Ben Carter 
Choir. Eddie Miller’s Bob Cats 
provide the musical background. 

(P. J.) 


‘What’s Buzzin’ ’ 
Tuneful Comedy 


Freddy  Martin’s music is the 
sole redeeming feature of the Ri- 
alto theater’s current program, 
“What’s Buzzin’ Cousin?” a wacky 
musical which opened a week’s 
engagement yesterday. 


Although the picture offers a 
dozen or more swell tunes, the 
story lags and the program seems 
never to get up any steam, 


Among the new tunes given the 
Martin treatment are “Three Little 
Mosquitoes,” “In Grandpa’s 
Beard,” “Where Am I Without 
You,” “Ain’t That Just Like a 
Man” and “Short, Fat and 4-F.” 

Rochester handles the comedy 
and sings the vocals to a couple 
of the numbers, but his perform- 
ance is not up to par. Ann Miller, 

who handles the feminine lead, 
comes through with a dance spe- 
cialty which is very. good. 

(P. J.) 


‘Above Suspicion’ 


Weak in Plot 


Joan Crawford and Fred Mac- 
Murray struggle valiantly to hide 
an absurd, far-fetched plot in 
M-G-M’s “Above Suspicion,” cur- 
rent attraction at Loew’s Grand, 
and they manage to make it an 
exciting but not a convincing 
show. 

These two excellent exponents 
of Hollywood histrionics are aided 
and abetted by such fine troupers 
‘as the late Conrad Veidt, : Basil 
| Rathbone and Reginald Owen in 
‘the supporting cast and deserve a 
more believable story with which 
to work. 

Despite the flaws, however, this 
itale of how two Americans spend 
their honeymoon on a dangerous 
mission in southern Germany in 
behalf of the English government 
moves swiftly and interestingly 
from one adventure to another to 
to such a degree that it must be 
classed as engrossing and enter- 
taining if one will but close his 
‘eyes to the absurdity of some of 
the developments. 

The pretending of Crawford 
and MacMurray is up to their 
usual standard, which is about as 
|good as any the cinema capital 
| offers. pies * 5 ROBERTS) 

COTTON ACREAGE. 

ATHENS, Ga., Aug. 19.—The 
cotton acreage in the United States 
is estimated to be 21,995,000 as 
'compared with 23,302,000 in 1942 


' 


A cup will be given the winner! and 29,508,000 during the 1932-41 


by the county commissioners. 


period, the Extension Service says. 


——— 


30 Month Terms 


LOANS 


For the purchase or re 


-financing of homes—or 


for business or agricultural purposes—and_ in 
some instances for Educational, Medical, Hospital, 
Dental, or Funcral Expenses. 


$20.00 to $300.00 


Notes (plain or endorsed), Autos, 
Fur€Seare and Other Security. 


MASTER 


LOAN SERVICE 


212 HEALEY BLDG. 


WALNUT 2377 


To Amuse 


Amusement Park 


LAKEWOOD PARK—Midway open 6 
Pp. m. until midnight: Sunday 1 p. m. 
to midnight. 25 rides and shows. 


Stage and Screen 


ROXY—Ramona featured in stage show. 
“He Hired the Boss,’’ with Stuart 
Erwin, on screen. 


Downtown Theaters 


CAPITOL—"“Union Pacific,”” with Joel 
McCrea, Barbara Stanwyck, etc., at 
11:35, 1:59, 4:23, 6:47, 9:11. 


FOX—"‘We'’ve Never Been Licked,” with 
Richard Quinne, Anne Gwynne, etc., 
at 1, 3, 5:10, 7:20, 9:30. Shorts. Donald 
Duck Cartoon. 


LOEW'S GRAND—“Above Suspicion,” 
with Joan Crawford, Fred MacMur- 
ray, etc., at 11, 1:12, 3:24, 5:36, 7:48 
and 10. Shorts: Pete Smith, 
House” and Traveltalk. 

PARAMOUNT—“Mr. Big,” with Donald 

O’Connor, Peggy Ryan, Gloria Jean, 

etc., at 11:41, 1:42, 3:43, 5:44, 7:45 

and 9:46. Cartoon: “Super Rabbit” 

and “Men of Sky.” 

RHODES—“Hi Diddle Diddle,” with Mar- 


“What's Buzzin, Cousin?” with 
Ann Miller, Freddy Martin and his 
orchestra, etc., at 11:37, 1:30, 3:34, 
5:38, 7:42 and 9:46. 
CAMEO— ‘Fighting Valley” ‘The 
Black Raven.” 
CENTER—“'Sergeant York,” 
Cooper. 


Night Spots 


BILTMORE HOTEL—Dining nightly on 
the terrace. Dancing to music of Shep 
Barish and his Biltmore Rhythmaires. 
NEW WISTERIA GARDEN—Eleanor 
Hodges and her orchestra. Dining 
and Gancing nightly at 8 to 12, except 
Sunday. Marianne Lee, vocalist; Joe 
Rio, eclebrated comic, headlining 
floor shows. 

ANSLEY HOTEL—Rainbow Roof—Bud 
Waples and his orchestra. Dinner- 
dancing from 8 o'clock to midnight. 
Owl Room, 12 to 2 and 4 to 7 p. m., 
featuring Nu Nu Chastain’s band.. 
HENRY GRADY—PARADISE ROOM— 
Joe Cappo’s orchestra. ‘Dancing from 
4:30 p. m. to 8:30 p. m., floor show. 
JENNINGS — ROSE ROOM — Dancing 
nightly, featuring the music of Tom- 
my Rosen and his orchestra. 


Neighborhood Theaters 


ALPHA—*‘ Mpg Patrol,” and “Her En- 
listed Ma 
AMERICAN ‘Wrecking 
Chester Morris. 
AVONDALE—“Ice Capades Revue,” 
“Moscow Strikes Back.” 
BANKHEAD—‘Desperadoes,”” with Ran- 
dolph Scott. 
BROOKHAVEN—"Johnnie Comes March- 
<p Home,” and “American Em- 


pir 
BUCKHEAD—“Five Graves 
py Franchot Tone. 
ADE—"Hi Buddy,” 
PARK—"The Moon Is 
. with Sir Cedric Hardwicke. 
DECATUR—“Hangmen Also Die,” with 

Brian Donlevy. 
with Ida Lu- 


—— Way,” 

pino. 

EAST POINT—‘Bahama Passage,”’ with 
Madeleine Carroll. 
O with 


—* ‘American 
+ 
Off Broadway,” with 


EUCLID—“The Hard Way,” with Ida 
Lupino. 

FAIRFAX—‘ ‘Forever and a Day 

ae Street,” with eine 


FULTON.-"Keeper of the Flame,” with 
Bonita Granville. 

GARDEN HILLS—‘"Palm Beach Story,” 
with Claudette Colbert 

Plane From Chung- 
Robert Preston. 

GROV bees the Wild Wind,” with 

Ray Milland. 


“Dog 


and 


with Gary 


Crew,” with 


and 


to Cairo,” 


and ‘Sunset 


Empire,” 


Italy Declared Seeking 


Peace in Lisbon Mission 

LONDON, Aug. 19.—~ (INS) — 
Italy, incapable of continuing the 
war, has sent a mission to Lisbon 
to negotiate peace with the United 
Nations, the Swiss newspaper Die 
Tat said today. There was no 
confirmation of the _ sensational 
report. 

The mission, composed of rank- 
ing Italian foreign office diplo- 
mats, arrived in Lisbon by air 
Tuesday, the Geneva paper said, 
reporting it had learned “from 
Italian officers” that Italy no 
longer has the resources to wage 
war. 


Vv tt 
Yugoslav Patriots Hit 


Belgrade, Says Algiers 

NEW YORK, Aug. 19.—(#)— 
The Algiers radio said today that 
Yugoslav patriots have made a 
“surprise attack” on Belgrade and 
are conducting military operations 
in the vicinity of the Yugoslav 
capital. 

The broadcast, recorded by U. 
S. government monitors, said that 
Axis authorities in Belgrade or- 
dered troops to carry out counter- 
operations “in order to prevent 
such an attack from occurring 
again.” 

The Moscow radio said _ the 
Yugoslavs had occupied the town 
of Devialno in the Drina river 
valley west of Belgrade. 


A PICTURE THATS 
BUZZIN WITH 


Sar y ol 7 starring : 
ome "ROCHESTER 
JOHN HUBBARD 


SLE BROOKS - tt DONNELL afd 


with Lf 


W FREDDY MARTIN: ORCHESTRA § 


RIALTO 


NOW PLAYING 


aA COLU MBIA. PICTURE 


Us Today 


HILAN—“‘Andy Hardy's Double 
with Mickey Rooney. 


KIRK WOOD—"Ice Capades,”’ 
cow Strikes Back.” 
LITTLE 5 POINTS—“Arabian Nights,’’ 

with Jon Hall. 
PALACE—"Hit Parade of 1943,” and ‘‘It 


Ain’t Hay 
PE Rangers” with 


HTREE~““Forest 
red MacMurray. 

PLAZA—"Bataan,”’ with Robert Taylor. 

PONCE DE LEON—“My Friend Flicka,’ 
with Preston Foster. 

RUSSELL—* ‘Seven Miles 
traz,”” with Bonita Granville. 

SYLVAN—' ‘Nothing But the Truth,” 
with Bob Hope. Also _ Stage. 

TECHWOOD—"Sin Town,” with Con- 
Re Bennett. Also stage show at 

. Mm. 
TEMPLE—‘"The 


Glass with Ve- 
ronica Lake. 


TENTH STREET—‘Sin with 
Constance Bennett. 

WEST END—*Boots and Saddles,” 
“Hit Parade of 1943." 


Colored Theaters 


81—““Man From Tunder River,” 
Bill Elliott. 

ASHBY—"Give Out Sisters, we 
Daring Young Man 

HARLEM—“Leather Burners,” and “It 
Happened in Flatbush.” 
COLN—‘“Tornado in the Saddle, os 
and “Bowery After Midnight. 

ROYAL—“Johnnie Doughboy,” and “To- 
morrow We Live.” 

STRAND—'‘‘West of Tombstone,” 
“Texas Rangers.” 


a 


For the Armed F orces 


SERVICE MEN’S CENTER—Edgewood 
avenue and Courtland street... Open 
all the time. Game room. Plenty 
of beds. Dancing Wednesday, Fri- 
day and Saturday nights, 8 to 11. 
Go south on Peachtree to Five 
i turn left on Edgewood three 

s. 


OPEN DOOR CANT EEN—Peachtree 
street, upstairs, over 9S. & W. Cafe- 
teria. Open from 10 to 10. Coffee 
and doughnuts free. 


. M. C, A.—145 Luckie street, N. W. 
Games, beds, nee on service, swim- 
ming pool, Dancing aturday nights, 
8 to 11:30. Going south on Peachtree, 
turn right at Luckie street, go four 
and a half blocks. 


KNIGHTS OF COLUMBUS—1200 Peach- 
tree ge ——— house Sundays 
from to 9 p- m. ag Saturday 
nights, from 30 to 

USO SERVICE MEN’S LOUNGE—Term!- 
nal station. Refreshments for troops 


Life,” 


and ‘‘Mos- 


From Alca- 


Key,” 
Town,” 


and 


with 
and “The 


and 


in transit. 
OFFICERS’ LO GE—Georgian Terrace 
hotel. Open V0 a. m. toA0 p. m. for 
officers. Dancing every Tuesday, 8 
to 12 p. m 


JWB-USO—211 William-Oliver building. 
Dances, parties, home hospitality, 
personal service. 


SALVATION ARMY USO—109 Luckie 
street. Open from 9 a. m. to 10 p. m, 


PARROTT LOUNGE—In A. W. V. S. 
headquarters on Peachtree. Open 
10 a. m. to 9:30 p. m. for WACS, 

WAVES AND SPARS. 


W. C. A.—27 Auburn avenue, N. E. 
Open house from 8 p. m. to 10:30 
Pp. m. Tuesday, Wednesday, Thurs- 
a. aes Friday Dancing, singing, 


BUCKHEAD SERVICE MEN’S pe ona 
3161 Peachtree road. Open 2 p. m. 
to ll p. m 

HOBBY REGISTER—At Service Men’s 

Center next to Municipal Auditorium. 

Lists Atlantans who wii] share hob- 

bies with soldiers. 


¥. 


Southern Saw 


Plant Damaged 
Badly by Fire 


Starting from an explosion as 
workmen were heat treating steel, 
fire last night badly damaged 
three large wooden buildings at 
the plant of the Southern Saw 
Servicing company, 1594 Evans 
drive, S. W. 

L. D. Bishop, an employe of the 
company, compgny officials said, 
was oil treating a piece of hot steel 


in the plant’s quenching room 
when the explosion occurred. The 
flames rapidly spread to other 
parts of the plant, and before fire- 
men could extinguish the fire, 
three buildings were badly dam- 
aged. 

Two help calls brought fire ap- 
paratus from almost all parts of 
the city. The blaze could be seen 
for a time from almost all parts of 
the southwest section, and thou- 
sands of people were attracted to 
the scene. 

The fire was only a short dis- 
tance from Fort McPherson, and 
many soldiers stationed at the 
Fort aided firemen in extinguish- 
ing the flames. Several bursting 
hose lines hampered fire-fighters. 

A. D. Schroader, treasurer of 
the company, who reached the 
scene shortly after the alarm was 
turned in, was unable to estimate 
the company’s loss. 


V 
Mrs. O. R. Reynolds Sr. 


Dies at Home in Tampa 

Mrs. O. R. Reynolds Sr., a na- 
tive of Maysville, Ga., died Wed- 
nesday at home in Tampa, Fla., 
following an illness of several 
months. 

Mrs. Reynolds, daughter of the 
late Mr. and Mrs. Thomas Carr, 
pioneer citizens of Maysville, was 
the widow of O. R. Reynolds, for- 
mer mayor of Maysville. 

Funeral services will be held to- 
day in Tampa. 


Vv 
REAL ESTATE ACTIVE. 
EATONTON, Ga., Aug. 19.— 
Eatonton real estate continues to 
b2 active. Roy L. Harrison has 
purchased the residence of Mrs. 
H. H. Howard Sr.; Edwin Hodges 
the residence of C. B. Alford; H. 


Reid Hearn the home of E. W.| 


Williams. All of these parties ex- 
pect to move into their new homes 
within next fev’ days. 


SUEUEEEUECRUEOUOGUEOTOCGUROEEONORUGOEOONORCROTOUSEOOODESACNORTOOGUOUDEOEOGTUDUGUUEORUDEGEOUONOESS | 


There Is No Beer Shortage 


We Are Happy to Say 
IN THE PARADISE or DOGWOOD ROOM 


We Have Just Received a Carload of Fine 
VAN MERRITTS BEER 


And a Good Supply of Imported Wine and Champagnes 
DROP IN TONITE 


PARADISE ROOM 
DOGWOOD ROOM 
Henry Grady Hotel 


—— 


The FUN of ‘The THIN MAN’! 
The THRILLS of ‘ESCAPE’! 


BUY WAR BONDS and STAMPS AT LOEW'S 


LOEW's 


Pete Smith’s 
“DOG HOUSE”’ 


M-G-M TRAVELTALK 


“SCENIC OREGON” 


VEIDT 


RATHBONE 


OWEN 


RICHARD T THORPE 


Army Band To Aid 
‘Army’ Ticket Sale 


An Army band and groups of 
WACS and soldiers from near-by 
posts will present a one-hour en- 
tertainment program from 12 to 
1 p. m,. today at Five Points in 


| the interest of the premiere of 


“This Is the Army,” to be held 
at the Fox theater August 26. A 
group of clubwomen will sell 
tickets throughout the crowd. 

At the same time it was an- 
nounced that a general ticket of- 
fice for reserved seat tickets will 
be established at the Cable Piano 
Company, 235 Peachtree street, 
northeast. 

Mrs. William Healey announced 
that holders of souvenir tickets 
already purchased could, begin- 
ning tomorrow, exchange them 
there for reserved seat tickets. 

¥ 


Salvagers To Start Work 


On Normandie’s Interior 

NEW YORK, Aug. 19.—()—As 
the list of the former French liner 
Normandie was reduced to 30 de- 
grees today, Navy officials an- 
nounced salvage crews would be- 
gin work on the big hull’s interior 
next week. 

They estimated salvage crews 
would be able to hold the vessel 
at a‘30-degree tilt for about a 
week, and that meanwhile work- 
men would start removing con- 
crete bulkheads which divide the 
ship’s interior into 19 compart- 
ments. 

It is expected to take three or 
four weeks to remove the bulk: 
heads, the Navy men said, and 
when that is done ballast tanks on 
the starboard side will be filled 
with water—a process designed to 
bring the ship on a more even 
keel. 


NOW PLAYING 
| ‘Yartha Scott—Adolphe Menjou 


“HI DIDDLE DIDDLE”’ 


LAKEWOOD wow piayrie 


“KEEPER OF THE FLAME” 
SPENCER TRACEY—K. HEPBURN 


DANCING 
PAVILION 


* 


GAMESAND > 
eee fn 


SP.M.’Til12 


SUNDAYS1P.M.,'TIL 12 
Take Washingten te Lakewood Car 
Edgewood Ave. at 5 Points 
Broad and Alabama 
Mitchell at Whitehall 


__Cool 


Starring 


CAPITOL] 


Com fortable 


BARBARA STANWYCK 
JOEL McCREA 


NOW 


RETURN ENGAGEMENT 
THE GREATEST AMERICAN EPIC OF THEM ALL! 
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“CHURCHILL 


EXTRA 
IN CANADA” 
PATHE NEWS 


Friday, August 20, 1943 


The Atlanta Constitution—J J 


Albany-Boston Oil Pipe 


The Petroleum Administration for 
War turned down today suggested 
construction of a trans-New Eng- 
land pipeline from Albany, N. Y.. 
to Boston, declaring “it would not 
materially incréase shipments of 
ee products to the north- 
east.” 


miles of 10-inch pipe from Albany 
to West Boylston, Mass., 
miles of eight-inch line from Boyl-| 

ston to Breed’s Island in the Bos- 

ton area. It would have cost $5.- | 
350,000 and required about 17 ,000 | 
tons of steel. | 


Watch Constitution Want Ads 
and save lots of money on house 
hold goods, office equipment, 
building materials. 


Turned Down by PAW 


WASHINGTON, Aug. 19.) — 


The line would have been aid 


and 51 


DINE and DANCE 


Music by 


Tommy ROSEN 
Orch. 


Robert Taylor and Thomas Mitchel! 


Ice Cold Beer and 
Wines 


| PLAZA PLAYING 
“BATAAN” 


BUCK 


JENNINGS’ 


AD NOW PLAYING 931 Boulevard, N. E. 


“Five Graves to Cairo” 
Erich Von Stroheim—Akim Tamiroft 


—_—— —- ee en 
= 


ATLANTA’S FINEST THEATRES! 


_ Cpr AMERICA’S 


ANSWER TO 
The South's Finest JAPAN! 


INSPIRED BY THE FIGHTING SONS OF TEXAS A aM/ 


perme) << RICHARD QUINE ANNE GWYNNE 
cata NOAH BEERY, JR. MARTHA O'DRISCOLL 
canteen 
~ he EDGAR BARRIER BOB MITCHUM 
maneiine” rad BILL STERN 
THE PRIZE SURPRISE 
OF THE YEAR! 


Entertainment 
HARRY DAVENPORT WILLIAM FRAWLEY 
“Flying Jalopy” 
NEW MODERN 


GLORIA PEGGY 


JEAN RYAN 
ROBERT PAIGE 
ELYSE KNOX 
Samuel S. HINDS 
BOBBY SCHEERER 


—ADDED— 
SUPER-RABBIT 


i ney Cartoon 
us 
“MEN of the SKY” 


ON STAGE 
IN PERSON 


ALWAYS A STAGE SHOW 
AT: 3:20—7:10—9:45 


DAN FITCH 


presents 


QUEEN 
OF THE AIR WAVES 


formerly featured with 


PAUL WHITEMAN’S 
ORCHESTRA 


4 ALL-STAR ACTS 
BRO. SLIM WILLIAMS 


Dark Town Deacon 


DASHINGTON’S DOGS 


Famous Dog Act’ 


ANGUS KERNS, Baritone 
Singer of Popular Songs 


HANLON and CLARK 
Those Crazy People , 


AND ALWAYS 20 i ea 
BEAUTIFUL DANCING GIRLS }) 


SCREEN 


“HE HIRED THE 


ERWIN 


BOSS” 


Stuart ie velyn VENABLE 


}°?-—The Atlanta Constitution ey. —aest 20, 


Mrs. Norri 
Dies; Funeral 
Tomorrow 


Mrs. Ora Green Norris, widow | 
of Arthur L. Norris, founder and 
president of Norris, Inc., candy | 
manufacturers, died Wednesda) in | 
a private hospital. She lived on 
Greenland road. 

She is survived by a daughter, 
Miss Cavoline Fincher; two sons, 
sergeant Horace Luther Fincher, 
United States Army, and Pharma- 
cists Mate Edward L. Fincher, 
United States: Navy; her mother, 
Mrs. Dora Cordelia Green, of At- 
lanta t sisters, Mrs. C. P. 

redericksburg, Va.: 
ena Mae Crowder, of At- 
two brothers, William 
H. Rar! Green, of At-| 


Wt 
.ennedy, of 
Lo} 
nia. and 
and 


‘ral services will be held at! 
at Spring | 
Raimundo de) 

ciating. Burial will be 
emetery. 

Vv 

an pick up many bargains | 
ing and reading the 
of The Constitu- 


Lomorrow 


Dean 


es 


RE-ROOF 


with Johns-Manville shingles 


«? 


: le Bs 
SLEEPY—Robert Eugene Fowler opened 
his eyes just long enough to say hello by 
V-mail to dad, Corporal Ellis E. Fowler. 


“WHATCHA 


sergeant fath 


EE ee a we ee ee — 


FOOD ALLOTMENT. 
ATHENS, Ga., Aug. 19.—The | 
Extension Service reports that. 


Call WA. 4711 
FOR FREE ESTIMATE 


\ilians, 13 per cent to our military | 
forces, 10 per cent to lease-lend, | 


RANDALL BROS. 
INC. and for special purposes. 


eee | 


NOW...MAKE COFFEE 
FULL STRENGTH FOR 
FULL ENJOYMENT 


have 
anotT 


her 


Enjoy. your coffee 
with the assurance 
that the armed forces 
get their supplies first 
—all they want! 


NOW_.1 you want of America’s favor- 
ite beverage! Coffee’s back again—to put 
enjoyment into wartime meals—to put 
vigor and alertness into wartime jobs. 

So make coffee as you've always enjoyed 
it, hearty, full-strength and delicious. Brew 
to the full capacity of your pot. Make it 
~and Have Another 


Cool Off with 
Iced Coffee 


The Friendly Drink . . . from Good Neighbors 


PAN-AMERICAN COFFEE BUREAU 
120 Wall Street, New York 15, MN. Y. 


COLOMBIA COSTA RICA CUBA DOMINICAN REPUBLIC 
EL SALVADOR MEXICO VENEZUELA 


| BACK THE ATTACK—WITH WAR BONDS s 


often, 


Cup uy 


fresh ev ery lime 


BRAZIL 


| three-fourths of the 1943 food pro- | 
| duction has been allocated to civ- | poised to strike 


and 2 per cent to our territories! of the Roosevelt-Churchill meet-| 


cers here,-met the press 
‘beautiful, 
her ire Fouenec Cisy ai. ' that he may be assigned to com- 


‘tinct impression” 


| formation 

| President, 
|/nadian prime minister were going 
| steadily 


| 


| character, 


War Parley 


Continued From First Page. 


at Germany’s| 
flanks. 


This was the second full day 


ing, and im nediately before the. 
Bracken press conference a spokes- | 
man for the Canadian War In- 
Board said that the 
Churchill and the Ca-' 
ahead with their work. 
Forecasts Statement. 
Bracken, saying he acted at the 


invitation of the American, Cana- 


dian and British information offl- 
in the} 


balconied council room | 


He said he had gained “one dis- | 
in the time he' 
had been here and that was that | 
‘news of the Quebec conference | 
is scarcer than water in the Sa- 
hara.” 

He advised against expecting 
any news or any disclosure of 
plans except in action, but later 
expressed the opinion that a press 
conference would conclude the 
meeting and that a “statesman- 
like statement” would be made 
then. 

“If the oysters up in the Citadel | 
should ever care to change their | 
Ms Svediced ae. “s. S08 
‘one shall be glad to act as the} 
mouthpiece of one of them | 
(Churchill) but I can assure you 
there is no likelihood of that.” 

Questioned about the nature of | 
proceedings at the Citadel, Brack- 
en remarxed that he had dined 
there last night and had seen the 
prime minister. Mr. Churchill, 
he related, “has not changed his 


habits—he is not one of those per- | 


petual 


i very well 


busybodies called early- 
risers.” 

In regard to the war, Bracken | 
said, “I think the war is going 


indeed, but that it will 


last a long time and be a very hard | 


| War. 
| pressed the view that it was all | 


of 


>? 


It was then that he ex- 
one war—in Europe and Asia, 
alike—and added: “When we have 
rounded up Mr. Hitler, the whole 
might of the British Empire will 
be given over to the task of deal- 
ing with the Japanese, who are 


_a ruthless, savage people.” 


At another point he. restated 
this idea, saying: “Every 
strength we've got we 
to use against Japan.” 

The victorious march of events 
in the European war zone was 
stressed today by the release of a 
message sent by President Roose- 
velt to General Dwight D. Eisen- 
hower, in which the President un- 
derscored what can be accomplish- 
ed by planning and teamwork 


intend 


among the Allies. 


The Chief Executive congratu- 


lated the American general com-| 


manding all Allied forces in the 
Mediterranean area on the victo- 
rious campaign in Sicily, which he 
declared was accomplished “in ac- 
cordance with the timing § and) 
planning of the Allies,” “and said: 

“The events of the past 38 days 
show what can 1 be done by team: | 


| reinforced 


has 


ment 


a ras : a 


Constitution Staff Photos. 


KNOW ?”—Eight-month-old 


Grady W. Philips Jr. asks his technical 


er _who's in North Africa. 


wor k based on preparation, train- 
ing, timing and, above all, on gal- | 
lantry on land, on sea, and in the)! 
air. 

Prospects of an assault on Eu-) 
rope entail! political as well as 
nilitary problems for the Allied | 
pianners and it was in this con- 
nection that most significance was | 
attached to the Washington an- 


/nouncement today that Secretary | 
of State Cordell Hull was leaving | 
He will arrive | 


there for Quebec, 
Lomorrow, 

British Foreign Minister rom 
thony Eden came in yesterday and 
his presence and Hull's would ap- | 
pear to complete the roster of high | 
political as well as military ad- 
visers to the President and Prime | 
| Minister. Eden’s name, moreover, 


'continues to figure in speculation | 


municate to Moscow the decisions 
reached here. 


Timing and co-ordination of the | 


many complex factors involved in 


'such a gigantic operation as the 


assault on ‘Europe were regarded 
as the principal aspect of that 
phase of the war under considera- 
tion by the high command here. 

According to normal planning 
procedures it is the function of 


J . 
practices, 


the highest officers to make sure 


| that once the actions begin Allied | 


| forces in the theater of combat | 

will be adequately supplied and | 

without interruption, 
Decision on Invasion. 

The question of timing of the) 
initial blows has taken on extraor- 
dinary importance because of the 
Russian offensive. 


An impression here 


prevails 


that one of the problems before 


the President and Prime Minister 
been to speed up invasion 
preparations to the greatest extent | 
possible in order to take ad- 
vantage of the military predica-| 
in which the Red Army | 
drive has placed the Germans, 
This in turn appears to have | 
involved a decision, which could | 
‘have been made only recently, as | 
ito whether Europe actually was | 
‘to be invaded or whether main | 


ounce | 


| reliance was to be placed upon de- 
struction of enemy military-in- 
‘dustrial resources by strategical 
bombing. Mr. Churchill said in 
Washington in May that strategi- 
cal bombing would be tried out 
and in the interim the experiment 
obviously has been made. 

| But so far there has been no) 
clear-cut evidence that the hea‘ y 
bombings to date have reduced 
the enemy to the point of collapse 
would do so in the near future. 
hand there is almost | 
except a formal | 


or 
On the other 
every evidence 
announcement from 
ence that the mailed fist of Allied | 


might is even way raised to strike. | 


Veto 


Continued From First Page. 


galized, it was pointed out, and | 
this would have presented a prob- | 
‘lem similar to the one now facing 
enforcement officers in the limited | 
‘number of retail stores allowed in 
Atlanta. 


Whisky 


the confer- | 


Misunderstood, 
Wallace Says 
Of Detroit Talk 


WASHINGTON, Aug. 19.—() 
Vice President 
today that his recent criticism of 
corporations was aimed only at 
the small minority. 

Wallace called in newsmen to 


declare that a recent speech in 
in which he accused some 


Detroit, 
big corporations of monopolistic 
has been “misunder- 
and misinterpreted” 
general attack on the corporate 
form of business organization. 
Declaring “such an implication 
definitely was not his intent, he 
said: “95 to 98 per cent of the 


stood 


corporations are harmless or benef- | 


and suffer just as 
the small minority any 
group in the population.” 


icent, 
from 
other 


as 


es 


The man who can lay a roof 
without “laying down” on the job 
is advertising in the Business 
Service column on the Want Ad 
pages of The Constitution. 


Wallace declared | 


as ail 


much | 


Continued From First Page. 


two corps which once numbered 
300,000 men, with 1,700 field guns 
and 150 tanks, was the fifth field 
army which the Italians have 
lost smce 1940. 
its personnel, however, were 
killed, wounded or captured. The 


others donned mufti and quit, fil- 
tering through the lines as ci- 
vilians. 

The Germans, in addition to 
the two divisions killed, wounded | 
/or captured, lost large amounts of. 
| heav y equipment, including 
| number of 60-ton Tiger 
which were captured in good run- 
ning order. 

President Roosevelt's message 
to Eisenhower said the victory 
was especially thrilling “when we 
realize that the enemy forces in 
| Sicily amounted to 405,000 men.” 

“Events of the past 38 
show what can be done by team- 
work based on preparations, train- 
Ing, timing and, above all, gal- 
lantry on land, sea and in the 
air,” he said. 

He directed that the commenda- 
tion “Well done!” be presented to 
the British, Canadian, Frene h and 


Only about half | 


a | 
tanks | 


hoping to evade the dragnet, 


' American officers and men of the, 
'Mitchells and Lightnings sank a 


command. 

The Allied announcement yes- 
terday that Allied casualties in 
Sicily totaled 25,000, against Axis 
losses of more than 167,000 men 
was ignored in a German high 
command communique broadcast 
from Berlin. 

It declared boldly, without any 
confirmation, that about one-third 


of the Allied troops engaged in 


the battle of Sicily were killed or 
wounded, that a “large number” 
were captured. It stated that 
other Allied losses included 383 
tanks and scout cars, 652 planes, 
61 surface transports, a cruiser, 
seven destroyers and three cor- 
vettes. 

some enemy 
doned the land 
small boats up 


detachments aban-| 
route and took to 
the Italian coast, 


but | 


U.S. Warships Join in Shelling Italy 


warplanes intervened there also. 


merchant vessel and damaged a 
large landing craft in the Gulf 
of Eufemia,- which contiguous 
to the Gulf of Gioia. 

A Rome dispatch to the Tribune 
de Geneve, of Bern, meanwhile, 
quoted certain circles in the Ital- 
ian capital as expressing belief 
that differemces between the An- 
glo-“Saxons and the Russians re- 
garding peace aims were the “las 
trump” that Germany as well as 
Italy would 


is 


know how to play 
“despite the present military situa- 
tion.” 


AN EE ET EEA TE —_ 


SOOTHES CHAFED SKIN 


OROLINE 


WHITE PETROLEUM JELLY 


days | 


335 Ivy St., N. E. 


MARIST COLLEGE 
4 Military Day School 


JUNIOR and SENIOR HIGH 


Term Begins September 7 


Phone WA. $139 or WA. 0396 
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HOME NEEDS! 


Good Furniture on Easy Terms at Peoples! 


$4 795 


On Easy Terms! 


A ENO I 
COO AE 


CASUAL COATS 


Exactly as sketched! 


Crib Mattress 


DROP-SIDE 
BABY CRIB 


$4995 


On Easy Terms! 


covered bench, all in a walnut finish! 


8-PC. BEDROOM GROUP 


$ *39" 


% Cash—$1.50 Week 


Modified poster bed, triple cial vanity, chest of drawers, tapestry 
Plus coil spring, cotton mattress, 2 


$5.95 


ENAMELWARE 
COOKING SET 


? 


eS >: | , 
S10 010 010 


feather pillows! 


7-Piece 


$ 395 


Just Charge It! 


The ordinance provided for ante! 

‘of mixed alcoholic drinks having | 
an alcoholic content not exceeding | 
'21 per cent by volume. Hartsfield | 
is expected to contend that spiri- | 
tuous liquors’ including rye,' 
| Scotch, bourbon, rum or gin could | 
not be sold under it. He also will | 
recite the state law which pro-| 
hibits the sale of any spirituous | 
|liquors except in packages of at/| 
| least one-half pint. Only wines 
and beer could be sold under the 
| State law, opponents of the meas- 
ure contend. 

Another provision of the state 

‘law prohibits breaking of the seal 
or consumption of the liquor on 
the premises wheer it is purchased. | 

Offered by Alderman L. O. 
Moseley and Councilman Cecil | 
Hester and Paul Butler, the ordi- | 
nance would have provided a slid-_ 
ing scale of licenses to restau- 
rants, clubs and_ hotels, which) 
have been in business two years | 
prior to-filing of the applications. | 
The license scale would have’ 
ranged from $1,000 to $2,000 an-| 
nually, depending on the otena 
capacity of the establishment. 

The measure, however, followed | 
the general line of ordinances in | 
|other cities which permit the un- | 
restricted sale of mixed drinks. 


RRS <r Sree 


ti 


3-PC. TAPESTRY SUITE 


$°7950 


20°, Cash—$1.25 Week 


com fort— 


ON THE WALK 


BACK TO SCHOOL 
OXFORDS § A ine 


2 Mirror Doors! 


ROOMY 
CHIFFOROBE 


$9 9°° 


On Easy Terms! 


Light or Dark Finish! 


STURDY 
HIGH CHAIR 


$495 


wae? es pea it! 


Everything—style, materials, construction, 
just as modern as the most up-to-the-minute methods 
can make them! This price includes the gen- 
erously proportioned sofa and two matching club 
chairs, covered in high quality tapestry in your choice 
See this beautiful suite at Peoples! 


low 


of all 


The favorite shoes 


school girls . . . brown or 


white Moccasins. Loafers 


of several colors! 
Do Your \Part! 
BUY MORE 
WAR BONDS 


DEORE 


MARVAL RUGS 
$ 95 FURNITURE COMPANY $ 50 
18 89 BROAD ST. & 78 FORSYTH ST 49 


On Easy Terms! : 20% Cash—$1.25 Wk. 


Led OL OR— A RHODES STORE 010410 
, a 


and Brown Saddles. 


RED — ITCHY— SCALY 


ECZEMA 


Effective Home Treatment 
Promptly Relieves Torture! 


First applications of wonderful sooth- 
ing medicated Zemo—a doctor's formula 
—promptly relieve the intense itch- 
ing soreness and start at once to help 
heal the red, scaly skin. Amazingly suc- 
cessful for over 30 years! First trial of 
marvelous com, 91 mapas liquid Zemo | 


sore onts  ZEMO 


For comfortable and nice looking footwear, 


Porcelain Table Top! 


5-PIECE 
DINETTE 


Sise Ox12 


FRINGED 


there could be no better investment for your 


No. 18 Coupon. 


DOWNSTAIRS 


—_0.10 0 0 0 0 0 Oem ene 0 


stores. Duy 8 ~ Fade 


‘ 


Nurses Aide Corps 
Announces Latest 


The Atlanta Constitution—]3 


luncheon at I_p. m. at the Druid | Friday, August 20, 1943 
Hills Golf Club. The rehearsal | 
Mrs. W. H. Graham 


party will be given that evening | 
by Miss Carolyn Howell and Miss) 


UH. Watkins, of Fort Bliss, Texas. 
Invited to meet Mrs. Watkins 


Will Be Marked by Sentiment 


By SALLY FORTH. 
@ @ @ ASIDE FROM the fact that August 27 is the auspicious day 
on which they will speak their nuptial vows, the date holds 
another sentimental significance for Frances Woodruff and Lieu- 


tenant Bobby Hallock. 


You see, this particular date was chosen, for 


happens to be the birthday of the bride-elect’s father, George 


W oodruff. 


As her 


Too, there are a number of other sentimental features 
in connection with the occasion. 
“something old,” Frances will carry a beautiful duchess 


lace handkerchief, which was also carried as brides by her grand- 


mother, the late Mrs. 


- oo 
King, 


quisite wedding gown will be her 


thing borrowed” will be her 
sister Irene’s illusion veil. Two 
dainty enameled vanity pins 
will serve as the “something 
blue.” 

Frances and Bobby have 
asked the former’s seven-year- 
old cousin, William Troy Biv- 
ings III, to act as junior grooms- 
man in the wedding. Bill, as 
the youngster ‘is affectionately 
known, will present a minia- 
ture picture of the groom, for 
he will wear the white dress 
uniform and insignia of an 
Army officer of similar rank as 
the groom. 

The popular couple already 
has received numerous hand- 
some gifts, but among the most 
prized pieces in their possession 
are the dozen silver goblets and 
dozen silver dessert plates. 
These were given to Frances by 
her great-aunt, Mrs. George 
Walters, for whom she is 
named. 

It seems that ever since Fran- 
ces celebrated her first birth- 
day, Mrs. Walters has presented 
her with a silver goblet until 
she possessed a full dozen. 
From then on, Mrs. Walters gave 
silver -dessert plates to her 
namesake on such occasions as 
birthdays, Christmas, etc. Fran- 
ces, of course, can hardly wait 
to start housekeeping in order 
to use these beautiful gifts that, 
until lately, were safely stored 
in her “hope chest.” 

A number of prominent out- 
of-town guests will arrive next 
week to attend the ceremony 
and the reception at which Mr. 
and Mrs. Woodruff will be hosts 
at the Piedmont Driving Club. 
Coming from Birmingham, Ala., 
will be Mr. and Mrs. Robert 
Gregg, Mr. and Mrs. A. L. 
Smith, Mr. and Mrs. Bob Brook, 
Mr. and Mrs. W. B. White, Mary 
Alice White, Eugene Munger, 
Mr. and Mrs. James Lee, and 
Betty Ann Lee. Mrs. Dell Flem- 
ing and her daughter, Patrice, 
of Laurenburg, S. C., will be 
among the visitors and will be 
the house guests of Mr. and 
Mrs. Clyde King. Also coming 
from a distance will be Mildred 
Cleveland, of Spartanburg, S.C. 


@@eTHE FIRST exhibition 

of local paintings by lo- 
artists now being: held at 
High Museum is creating 
much interest. Among the art- 
ists represented is Martha Gar- 


cal 


Clyde King; her mother, the former Irene 
and her sister, Irene (Mrs. Alfred Jr.) Michael. Frances’ exe 


“something new,” and the “some- 


= —~— — 


lington (Mrs. J. P.), who paints 
“because I can’t help it,” as she 
says. That Martha is an up- 
and-coming artist is proved by 
her “Still Life” and a_ very 
beautiful “Portrait of a Young 
Woman.” 

Martha was a member of the 
victory vacation painting class 
at the museum during the sum- 


mer. The class was composed 
of a group of young matrons 
who, having planted 
gardens and had canned the re- 
sults, decided to .reap culture 
by painting two days a week. 
Roy Chamlee, who recently 
held a one-man exhibit at the 
Woman’s Club, is represented 
by an interesting study, ‘Pris- 
oner in Chains.” Two exquisite 
water colors by Hendrick Boo- 
raem also attract the eye. Cath- 
erine Comfort, head of the art 
department of Girls’ High 
school, is exhibiting a modern 
street scene. Kate Edwards, the 
well-known artist, has two oil 
paintings on exhibit, and Mil- 
ner Benedict a large pastel. 
Marjorie Bush-Brown, whose 
work always commands atten- 
tion, also has a portrait on ex- 
hibit. Other artists with paint- 
ings in this first show are Wal- 
ter C. Hill, J. L. Edward, Co- 
line Gibbs and Mrs. Paul B, 
Boyd. 
eeeDO YOU KNOW? . 
That Frank and Flora 
O’Neill have named 


Wright 


their young son Frank Jr.?... 


That Mildred Seydell is in Hen- 
dersonville, N. C., where she is 
to speak to the Huckleberry 
Artist Colony there? ... That 
Sophie Street Anderson and her 
ll-year-old son, Ed Street An- 
derson, of Asheville, N. C., will 
arrive in Atlanta tomorrow for 
a visit with friends? . .. That 
Lieutenant Leona Gastinger, one 
of the last Navy nurses to leave 
Bataan, spoke at the Red Cross 
staff assistants’ meeting Wed- 
nesday? And that Con- 
stance Tunnell gave a splendid 
talk on the Junior Red Cross at 
the same meeting? ... That 
Martha Fay Watkins has been 
elected woman’s editor of the 
Red and Black, student news- 
paper at the University of 
Georgia? 


victory © 


Honor Roll List 


Mrs. T. Erwin Schneider, chair- 
man of the Red Cross Volunteer 
Nurses Aide Corps, announces the 
honor roll of nurses’ aides who 
have give a minimum of 100 hours 
of volunteer work during any one 
month. These young women, who 
are contributing such a vital part 
to the war effort, work as assist- 
ants to the graduate nurses in At- 
lanta. hospitals, health centers, 
Blood Donor Centers, and the 
Crippled Children’s Clinic. ‘Mrs. 
Schneider stresses the .need for 
additional nurses’ aides for, as the 
wounded are being brought back 


ito this country for hospitalization, 
'more and more 
/are needed 
| hospitals, 


graduate nurses 
for Army and Navy 
This naturally causes 
a serious shortage of nurses in 
civilian hospitals, and the Atlanta 
Chapter of Red Cross is asking 
for 200 more aides by fall. There 
are about 300 enrolled now. 

The following are on the 100- 
hour honor roll. Mesdames An- 
drew Jackson, Alfred Trundelle, 
Randolph Smith, W. P. Roselle, 
Morton Clarke, S. A. Flemister, 
Edgar Holmes, E. P Brantley, Wil- 
liam Bartlett, Carl Aven, B. C. 
Rumsey, Robert Snodgrass, Berda 
Chambers, L. H. Lindsay, T. L. His- 
gen, R. P. Catlin, Clarence Elsas, 
M. B. Setterfield, Nathan Newman, 
Louis Sappington L. M. Anderson, 
G. W. Crawford, Frank Curry, J. 
M. Fambrough, W. C. Harris, A. E. 
Johnson, Andy Johnson, John 
Lynch, Francis A. Moon, Ralph 
Mosteller, Thomas Parker, Paul 
Randall, Harriett H. Ruse, Bar- 
bara Smith, S. N. Stevens, J. H. 
Taylor, Ben Tigner, Robert Wood- 
ruff, Lucy Wright, B. T. Haddon, 


|Misses Elizabeth Cole, Janie King 
| Ferrell and Mary L. Cahill. 


The following business women 
who do their nurses’ aide work 
at night and over weekends have 
done 40 hours or more duty in one 
month’s time: Misses Erquette Cox, 
Olivia Herren, Martha King, Beu- 
lah Jones, Lynette Graham, Bes- 
sie Mae Hicks, Elizabeth Koppe, 
Martha Phillips, Nettle and Eunice 
Neal, and Mrs. Margaret Jones. 


Augusta Belle 
And Lt. Andrews 
Announce Plans 


AUGUSTA, Ga. Aug. 19.— 
Plans are announced today for the 
marriage of Miss Mary Catherine 
McElmurray, daughter of Mr. and 
Mrs. Walter W. McElmurray, of 
this city, and Lieutenant Capers 
Andrews Jr., A. U. S., of Atlanta, 
son of Mr. and Mrs. William Ca- 
pers Andrews. The engagement of 
this popular couple was an- 
nounced several weeks ago. 

The ceremony takes place on 
next Tuesday, August 24, at 12 
noon at the First Baptist church 
here, the ceremony to be followed 
by a breakfast at the Bon-Air ho- 
tel to be given by Mr. and Mrs. 
McElmurray. 

Dr. R. Paul Caudill will officiate 
and a musical program will be 
presented by Robert Watson. Ush- 
ers will be Doug Hedd.and Walter 
McElmurray Jr., brother of the 
bride-elect. 

Mrs. A. O. Combs will be ma- 
tron of honor for her sister, and 
Mr. Andrews will be best man for 
his son. The bride-elect will be 


* 


Miss Toy Watkins, of Fort 


Constitution Staff Photo—Kenneth Rogers. 
Bliss, Texas, at the left, is pic- 


tured with her hostess, Miss Margaret Graham, the two belles 


being popular and admired members of the younger set. 
Watkins is the daughter of Major and Mrs. T. 
formerly of Decatur, now of Fort Bliss. 
daughter of Mr. and Mrs. W. M. Graham, of Decatur, and is 
a student at Washington Seminary, where she is in the Pi Pi 


sorority. 


Miss 
H. Watkins, 
Miss Graham is the 


Hillard-Coppedge Personnel 
And Parties Are Announced 


Of social interest is the an-| lard at a bridge party at the home. 


nouncement of the wedding plans 
and parties of Miss Stella Hillard 
and Lieutenant (j.g.) Weyland 
Thomas Coppedge, who will be 
married on September 10 at the 
St. Mark Methodist church. Dr. 
Lester Rumble will officiate at 
the ceremony which will 
place at 8:30 p. m. 

Miss Hillard will be given in 


marriage by her father, Edward | 
R. Hillard, and she has chosen as| 


her matron of honor, Mrs. W. A. 
Millians. Miss Margaret Dowling, 
of Mobile, Ala., will serve as the 
maid of honor, and the brides- 
maids will include Misses Carolyn 
Howell, Betty Williams, Dorothy 
Ann Perkins, Tira Butman, of 
Freemont, Ohio, and Mrs. H. F. 
Hunt, and Mrs. David E. Hard, of 
Lakeland, Fla. 

Dr. C. D. Taylor, of Chicago, 
will act as Lieutenant Coppedge’s 
best man, and the groomsmen will 
include Groves Hillard, Tom 
Guthrie, of Jacksonville, Fla.; Dr. 
Jack Bergfeld, San Antonio, 
Texas; John Pottharst, 


Orleans. 


The popular bride-elect is be- 


ing extensively entertained prior | 
to her wedding. Last evening Mrs. | 
given in marriage by her father.; James Ryan honored Miss Hil-} 


take 


Melvin | 
McCaskill, Guy Oswalt, of New) 


of her mother, Mrs. E. A. Ander- 
son on Rumson road. Several | 
friends of the honor guests were 
invited, and included, Misses Caro- | 
lyn Howell, Betty Williams, Doro- 
thy Ann Perkins, Frances Hillard, 
Anne See, Dottie Groome, Ma- 
thilde Turner, Carroll Smith, Joan) 
Smith, and Mrs. W. A. Millians. 
On Friday, August 27, Mrs. W. 
A. Millians will compliment the 
bride-elett at a barbecue supper 
and shower at her country home 
in Clarkston. Mrs. John Turner 
and her daughter, Miss Mathilde 
Turner, will give a luncheon on) 
Saturday, August 28, at the Mi-. 
rador Room of the Capital City’ 
Club in honor of Miss Hillard. | 


Miss Hillard will entertain at a 
trousseau tea at her home on Har- | 
vard road on Saturday, Septem-| 
ber 4. Mrs. P. C, Gilham will 
honor Miss Hillard at a luncheon 
on Tuesday, September 7. That’ 
evening, Miss Dorothy Ann Per-| 
kins will compliment Miss Hillard | 
at a miscellaneous shower at her 
home on Lanier Boulevard. 

Wednesday, September 8, Mrs. | 
H. F. Hunt will give a bridge 
shower at her home on Hudson) 
drive for the bride-elect. Thurs- | 
day, September 9, Miss Hillard 
will honor her bridesmaids at a 


— | 


a 


Toast-Warm Chenille 
2.93 


Betty Williams, at the latter’s 
home on Springdale road. 
Immediately following the cere- 


mony, Edward Hillard will com-!| day will be the tea at which’ 
Mrs. W. M. Graham will entertain 


the Pompeian Room of the Bilt ‘at her home on Clairmont avenue | 


pliment his daughter and Lieu- 
tenant Coppedge at a reception in 


more hotel. 


To Honor Visitor. 


Among social events of next Mon- 


in Decatur for her guest, Mrs. T. 


Crew! Plenty of fun for everybody! 


are 50 guests. 


eee 


The honor guest 
formerly resided in Decatur but 
now makes her home in Fort Bliss, 
where her husband, Major Wat- 
kins, is stationed. She is accom- 
panied here by her daughter. 
Miss Toy Watkins. 


Test Your Fashion Knowledge This Afternoon at 
Rich's College Radio Quiz 
and Fashion Show 


The Fun Begins at 3:45 — Magnolia Room 


Earn your Phi Beta Kappa in fashion . . . and make off with one 
of the prizes! Plenty of new fashions modeled by the College 


é , 
Broadeast Over Station WGST at 4:30 ) PA 


Start Back to Class in RICH’S TUBBABLES 


Striped Pereale 
2.96 


Bright Plaid Gingham 
A.9d 


You'll 


Woven Chambray 


4.96 


Your choice for important first-days at school! 


To keep you comfy and attractive during study 
hour or any hour when you want to relax! Wash- 


able chenille with charming spiral design, full 


swishy skirt! Blue, wine, rose! Sizes 8 to 16. 


Second Floor 


Rii& 


Rich's Girls’ Shop 


Young Atlantan 
Headquarters . « « 


A good little trouper you'll live in all 
those first hot weeks of school! Cunning 
Peter Pan collar, pert puffed sleeves... 
tie-back waist! Red or navy. Sizes 7-12. 


Rich’s Girls’ Shop Second Floor 


You just can’t beat ‘em for complimentary wearability! 
want a sassy plaid to rate you A-I with the faculty and the cur- 
rent heart-throb! Or maybe you have a yen for red and white or 
black and white checks—either way, you pick a winner! Sizes 9-15. 


Crisp and cool as a cucumber—with clever smock- 
ing that does something very nice for little grade 
school figures! Red, green and brown. 7 to 10. 


Second Floor 


Rich’s Sub-Deb Shop Second Floor Rich’s Girls’ Shop 


Atlanta Born, Atlanta Owned, Atlanta Managed... RA 
‘ 


‘Land | Love’ Another GWTW Selznick Ho 


HOLLYWOOD, Aug. 19.—(INS) 
David Selznick’'s enthusiasm 
mounted high when he told me 
about purchasing Stephen Long: 
street's “The> Land I Love.” “I 
see Gregory Peck in the lead,” he 
said. “I am changing the title to 
“American Story,” because _it's 
about a boy—an average American 


By LOUELLA O. PARSONS. 


who becomes President of the 
United States.” “Another ‘Gone 
With the Wind?’” I asked. “Well, 
here’s hoping,” David laughed. 
In addition to Peck—what a cast 
he has lined up! David expects 
to use Joseph Cotten, Jennifer 


MY DAY: 


Story by Boy 
In American Army 


By Eleanor Roosevelt 
HYDE PARK. Wednesday.—I have just been reading a book 
called “Khaki Is More Than a Color,” by Sergeant M. H. E. Marsden. 
He tells the story of the boy, any boy, in our democratic American 
Army. how he feels when he goes in, how he 
adjusts to the new way of life, how he learns 


to drill and to use a rifle. 


It is an excellent 


commentary on the fact that we did not bring 
1p a generation of young men to conquer the 


world. 


It is the story about the ups and downs of 


our 


men in training. There is none of the ex- 


citement that comes in a book when a man is 


telling his actual fighting experiences. 


Here is 


a boy who loves music, who makes the remark 
when he goes home on leave: “At dinner it 
seemed strange to see the candles, the silver 


and the white cloth. 
to things like that.” 


I can’t seem to get used 


| 


Jones and Dorothy McGuire in 
this same movie—three of the most 


sought-after of the new screen per-" 


sonalities. Dorothy’s presence in 
the lineup should end persistent 
reports that she is planning to 
give up her screen career and set- 
tle down by the fireside as Mrs. 
John Swope. 

Fifty thousand berries (pardon 
my slang) is the sum Sol Lesser 
paid for the privilege of filming 
John Golden’s “Three a Family.” 
I thought Metro-Goldwyn-Mayer 
had a corner on this play, but up 
bobs Sol, who bought it for his 
four young Canteen Stars—Cheryl 
Walker, Lon McCallister, Marjorie 
Riordan and William Terry. He 
has been looking hard for a ve- 
hicle in which to star the four 
young stars of tomorrow. Wil- 
liam Wadsworth, who plays the 
doctor in the “Family” play, will 
be brought here for the role he 
created on the stage. He deliv- 
ers babies to the expectant young 
wives of service men. 


I am mighty glad my old friend 
Charlie Grapewin is coming out of 
retirement from his ranch at Co- 
rona to play George Raft’s father 
in “Three Cheers for the Boys.” 


pes 


in itself might not be an important 
story if it weren’t for the senti- 
mental angle. Years ago Frank 
Joyce, the boy’s father, and My- 
ron Selznick formed the first mo- 
tion picture agency in Hollywood, 
which was destined to make a for- 
tune. Then Frank died and My- 
ron carried on alone. Now David 
is giving the son of the senior 
member of this brother’s firm his 
first chance. And once again Selz- 
nick and Joyce are together. 


Snapshots of Hollywood Collect- 
ed at Random: Rumors are that 
Paulette Goddard’s real heart is a 
Boston banker; the ex-Mrs. Jackie 
Coogan (Flower Perry) wouldn’t 
tell the name of the good-looking 
lad in uniform who escorted her 
to Slapsy Maxie’s; word from Car- 
men Miranda’s bedside is the en- 
couraging news that she has gain- 
ed two pounds; Kay Williams ex- 
pects to file for a divorce from 
Macoco August 29. She is living 
with Andrea Leeds Howard, for- 
mer movie star and wife of Bob 
Howard, of the “Seabiscuit” fami- 
ly; Ingrid Bergman wears a pais- 
ley shawl in “Gaslight” originally 
designed for Garbo in “The Tor- 
rent;” Oona O’Neill, Charlie Chap- 
lin’s bride, was on the set of “The 
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62-Year-Old Woman 


Wants to Even Score 


By Dixie George. 


Dear Dixie: 

I am 62 years old 
four grandchildren and seven 
great-grandchildren. Here is my 
problem: Has a woman as much 
chance as a man to have an af- 
fair? Is her reputation more se- 
riously damaged if she does than 
is a man’s? I know a man who 
is 20 years younger than myself 
who tells me he has fallen in love 
with me and I am tempted to lis- 


and have 


ten to him. I suppose it is because | 
at the age of 40 my husband was | you 
unfaithful to me for a brief time) 
and ever since then I have been | 
wanting revenge by doing a little | 
The thought | 


stepping out myself. : 
of the disgrace it would bring 


upon my children seems to stop | 


me. They consider me an ex- 


ample of everything that is fine, | 
true and virtuous and I do not see | 
how I could face them seeing con- | 
And there 

and my | 


tempt in their eyes. 
are my grandchildren 
friends who would be shocked to 


find that I wasn’t the clean, de-| 


tion of love. Next time he asks 


you if you love him, tell him you 
think that you feel toward him in 
about the same manner as he 
feels toward you. That will give 
him an opening to tell you how 
much he loves you, and at the 
same time you won’t be playing 
all your cards. I think that from 
his actions he must admire you a 
great deal, but I would advise you 
not to rush the matter. Jealousy 
is not a trait to be admired so 
should be very glad that he 


does not possess it. 


NEW SHOWS 
YOU'LL ENJOY 
FROM WAGA 


“Ladies Be 


How quickly our boys adjust to what has to be done, getting 
down to the real necessities of life, learning how to make their 
own beds and wash their own clothes, rejoicing when they get a 
decent mess, but somehow worrying through with whatever they 


cent person they thought I was... 
I know this is the last chance I | 
shall have to get even with my | 
husband. Must I take it? 


Girl From Leningrad” watching 
Mimi Forsythe, who plays the role 
she was to have had before she 
became Mrs. Chaplin; Frank Si- 


Ever so often Charllie returns to 
his farm ard to his bride of 40 
years and says: “I’m through!” 


1ave to eat and wherever they have to eat it. They wash their 
own canteen kits when they use them, pass in line to leave their 
plates when they are in barracks, sometimes being told like chil- 


dren what to eat by top sergeants, who do not do it quite as gently 


so few people in my life.” 


In 


their leaves and the opportunity to be with them, and yet have 
learned the lesson of companionship which comes to the man in the 


ranks when he lives so intimately with the men around him. 
These men grow very close and yet, when they have to sepa- 


Then some director like Eddie 
Sutherland hands him a script and 
he’s sunk again. I have on my 
desk a book, “Meg Randall,” writ- 
ten by this~fine character actor, 
and a little snooping also reveals 
that Charlie has just written a 
play called “Red Tape,” which will 
be produced on Broadway this fall. 


Chatter in Hollywood: Young 
Johnny Joyce, son of Mrs. Charlie 
Morrison, has joined David Selz- 


nick’s publicity department. That 


natra and Harry James are the 
best of pals and it was great see- 
ing these two top entertainers 
work together at the Hollywood 
Canteen. Frank was given a ride 
on the shoulders of the men in 
uniform, proving he is as popular 
with the boys as with the girls; 
Helen Brown, who was with the 
Maxwell Anderson play, “Eve of 
St. Mark,” joins the “Tampico” 
company at 20th. That’s all for 
today. See you tomorrow! 


WAITING FOR REVENGE. | 


No, don’t take this chance. Car- | 
in one’s heart | 


Seated” 


rying vengeance 


never brought any relief or any’ 
You would have lost 


this vengeance if you had not’ 


happiness. 


brooded all these years and ‘kept 
the memory so fresh in your mind. 
If that is the first and only time 
your husband has strayed from 
the straight and narrow, I would 
say you were quite lucky. 


1:30 p. m. 


* 


“My True 


Story” 
2:15 p. m. 


* 
HENRY J. 


As for this young man whom. 
you are considering, I fail to see 
how you would get even a thrill 
from this man 40 years old. You 
are quite past the age to be swept 
off your feet by a love affair. Be- 
ing a friend with him would be 
all right, but when a younger 
man, 20 years your junior, starts 
love-making to a woman your age | 
he is only passing the time away. 
or he is paving the way to bor- 
row money. I think, too, as for | 
the children and your friends, you | 
would be more concerned over | 
how to look at yourself and judge | 


rate. that is accepted as part of the fortunes of war. Perhaps the 
Geepest lesson of all is that - man stands by himself on his own 

t and carries his own burdens. 
 ceeubeaen in camp and the knowledge that now they are trained 
and the closing words of the book probably epitomize the way a 
lot of boys feel when they know they are off. No exact time is set, 

ut it is soon and they have a sense of plunging into the dark. “I 
wound my watch and laid it on the desk, I can hear it there now 
ticking away the time.” The time before what? Before the great 
adventure from which some boys will return and some will not. 

A mother whose boy will not return wrote me the other day and 
said something which I think all of us should remember: “T have - 
alwavs felt that it does not matter how long you live, but how 
fully you live.” When you read the book you'll know that Sergeant 
Marsden means that too, and many others feel it as well. 


FRIDAYS LOCHL PROGRAMS 


These programs are given in 


CENTRAL WAR TIME 


and are subject to change by the stations or networks without notice 
MORNING 
WSB 750 WAGA 590 


News; Jubilee Channing Cope 
Georgia Jubilee Channing Cope 
Georgia Jubilee News; Smithgall 
Georgia Jubilee Charlie Smithgall 


WATL 1400 _ 


News; M’'ning Man 
Morning Man 
Morning Man 
Morning Man 


WGST 920 


6:00 Sundial; News 
6:15 Lloyd and Ruth 
6:30 Hazel, Grady Cole 
6:45 Le Fevre Trio 


Your Horoscope for Today 


By ALICE DENTON JENNINGS, Noted Atlanta Chirologist. 


19 (ARIES)—The 


rch 21-April 
go hours and until 1:58 p. m. 
favor progressive ideas and affairs 
of an unusual natdre. Between 
4:45 p. m. use es- 
cial caution in all matters and 
= certain that your hastiness does 
not overcome your judgment. 
20-May 20 (TAURUS)—Before 
- does not favor specula- 
Between 10:23 a. mM. 
and 2:52 p. m. favors interests per- 
taining to food and hygiene. After 
2:52 p. m. favors sticking to routine 


(GEMIN!)—Previous 
favors rene to 
Between 10:25 a. 
and 1:51 p. m. favors matters 
sublic nature. After 1:51 p. m. 

the afternoon and 

radical tendencies. 

- The period does not favor new ven- 


. 
2i-July 22 (CANCER)—Previ- 
to 1:14 p. m. favors contacting 
1 and influential people. 
Between 1:14 p. m. and 4:26 p. m. 
favors attending to old matters. 
The remainder of the day and eve- 
ning favors making new plans. 
July 23-Aug. 22 (LEO)—An excellent 
dev for attending to financial de- 
tails and making new plans. The 
t vibrations of the day operate 
p. m. and 5: 15 p. m. 
22 (VIiIRGO)—From 
until midnight favors 
dealings with women, artistic mat- 
. consultations and contracts. 
23-Oct. 22 (LIBRA)—The day 


‘ 
- -* 


Apri! 


"4% 
10 ow aA 


tters 

2i-June 20 
to 10:25 a. m. 
necessary tasks. 


favors matters pertaining to the 

such as real estate, min- 
ing, moving. After 6 p. m. favors 
matters of beauty and art. 

Oct. 23-Nov. 21 (SCORPIO)—Previ- 
ous to 12:13 noon avoid extrava- 
gances and be cautious in buying, 
selling and trading. From 12:13 
noon until 7:55 p. favors new 
friendships, social matters 
of adornment. 

Nov. 22-Dec. 21 (SAGITTARIUS)— 
Between 3:15 a. m. and 9: 11 a. m. 
favors new and progressive ideas. 
Between 9:11 a. m. and 10:02 p. m. 
does not promise the quick con- 
summation of affairs started. The 
period suggests sticking to routine. 


Dec. 22-Jan. 19 (CAPRICORN)—Pub- 
lic affairs or dealings with the 
public where finances are involv- 
ed, ‘contracts to be signed, or 
where diplomacy is needed, are es- 
ecially favored until 3:31 p. m. 
rom 3:31 p. m. throughout the 
afternoon and evening, matters of 
pleasure and entertainment are fa- 
vored. 

Jan. 20-Feb, 18 (AQUARIUS)—The 
entire day and evening favor Brop- 
erty interests, real estate, affairs 
that have been hanging fire for 
some time, and contacts with old 
and established people. 

Feb. 19-March 20 ype a gt Bory | 
the entire day and evening unti 
8:21 p. m. favors work that is of 
an original nature, and that re- 
quires independence of action. The 
influences after 8:21 p. m. are not 
so favorable. 


round, 


m, 
affairs, 


7:00 News of the World (C) 
7:15 Renfro Valley Folk 
7:30 Musical Sundial 


7:45 News; Sundial! News 


World News (N) 
Merry Go Round 
Merry Go Round 


News; M’ning Man 

Hymn Time 

Salute to— 
Service Men 


News (B) 
Charlie Smithgall 
News 

Smithgal! 


8:00 News (C) 

8:15 Sundial 

8:30 News; Sundial 
8245 Sundial 


Penelope Penn 


Mirth, Madness 
Mirth, Madnese 


RobertSt.John(N) 


Breakfast Club (B) 
Breakfast Club (B) 
Breakfast Club (B) 
Breakfast Club (B) 


News; M’'ning Man 
Morning Man | 
Morning Man 
Morning Man 


9:00 Richard Adams (C) 
9:15 News; Poetic (C) 
9:30 Number Please 
9:45 Number Please 


Enid Day 
Star Parade 


News; Previews 
The Open Door (N) Porter News (B) 


Studio Party News; Interlude 
Familiar Tune 
Rev. Wade 


Rev. Wade 


Morning Moods 
Jesters; News 


10:00 Symjhonettes (C) 
10:15 News; Music 

10:30 Bright Horizons (C) 
10:45 Topical Tunes 

10:55 Hill Billy Hits 


News 
News 


Road of Life (N) 
Vic and Sade (N) 
Snow Village (N) 


B’fast at Sardis (B) News; Interlude 

B’fast at Sardis (B) Benny Goodman 
GilMartynNews(B) Happy Joe, Ralph 
Living is Fun (8) What's Your idea 
Living is Fun What's Your idea 


11:00 Kate Smith Speaks (C) Sunshine Boys 
Market; Music (N) 
Georgia Jubilee 
Georgia Jubilee 


11:15 Rhythm Review 
11:30 Linda's Love 
11:45 Our Gal Sunday (C) 


DruggistEntertain Boake Carter (M) 
Pine Valley HaysR'dsBible(M) 
Farm Home Hr. (B) Morning Melodies 
Farm Home Hr. (8B) Morning Melodies 


AFTERNOON 


WGST 920 WSB 750 


WAGA 590 WATL 1400 


News 

Big Sister 
Farm Hour 
Farm Hour 


12:00 Life Beautiful (C) 
12:15 Ma Perkins (C) 
12:30 News; Rhythm 
12:45 The Goldbergs (C) 


BaukhageNews(B) News; interiude 
10-2-4 Ranch Ginger,Lanny(M) 
Old Corral Teddy Powell 
Billy Woods Teddy Powell 


WILSON’S WEEKLY 


Bullilin 


heclon 


By 


Food and Nutrition Consultant to Wilson & Ca, 


THE GREAT AMERICAN BREAKFAST 


You American homemakers are 


laying a vital role in defense today— 


mainiaining the health of the nation! You are studying nutrition as never before 


—counting calories, checking u 


on minerals, vitamins and protein require- 


ments—in order to provide well-balanced adequate meals for your families. 
You are recognizing, as never before, the value of a hearty breakfast in break- 


DEFENSE WORKER'S 
BREAKFAST ‘oe 
ORANGE juice (8-07. 
W Hol g-GRAIN CERE 
WITH CREAM : 
CLEAR BROOK EGG 
SCRAMBLED 
RTIFIED BACO 
EAD TOAST 
EE OR MILK 


a 2 


NUTRITION NOTE 
Remember that from one-fourth to 
one-third of the day's food requirements 
should be eaten for breakfast. It pre- 
vents that “all-gone” feeling in the mid- 
cie of the morning. Helps you accom- 
p! 


ish more. too. 
Morning Scramble 


Between you and me, there’s quite 
@n art to scrambling eggs. To achieve 
that smooth velvety texture, I recom- 
mend a double boiler—with about an 
inch of water, simmering, not boiling, 
under the eggs. (Wilson’s Clear Broo 
Eggs, of course, for their fine quality 

na country freshness.) For a family of 
four: Beat 6 Clear Brook Eggs slightly, 
stirin 44 cup cream or milk; add %& tsp. 
salt and a dash of pepper. Melt a table- 
spoon of Clear Brook Butter in top of 
double boiler, add egg mixture and cook, 
stirring and lif gently with a spoon 
until eggs are fluify and tender. Serve 
at once. 


in 


FAMILY BREAKFASTS GO TO WAR 


You used to see the children off to 
school, rosy-cheeked and smiling after 
2 hearty breakfast. Now they're off to 
defense work—and maybe Dad's along! 
Perhaps you have alump in your throat, 
but you're proud to sce them go. You 
know they're healthy and strong, be- 
cause you are keeping them that way! 
You know it's your part of the war 


ing the 12-hour fast and in insuring 
energy to do a full morning’s work 
efficiently. Homemakers, I salute you. 
Keep up the good work. 


effort to feed your naar 4 nourishing 
food, of highest quality—the best there 
is. And so, secure in the knowledge that 
ont breakfasts are worthy:of your 
amily of defense workers, you start the 
morning marketing list: Wilson's Cer- 
tified Bacon—Wilson’s Clear Brook 
Eggs—Wilson’s Clear Brook Butter. 


After broiling the breakfast bacon, 
strain every bit of those precious drip- 

ings, cover and keep in a cool place. 

efore you know it, you'll have shorten- 
ing enough for rolls, spice or chocolate 
cake and meat pies—and, believe me, 
there is no finer shortening than the fat 
from Wilson's Certified Bacon. 

Save fat drippings for pan frying, too, 
and when they arenolonger usable, strein 
and store in a cool place. When you have 
collected a pound, sel] it at your market. 
Every tablespoon of fat wasted means 
five bullets lost. 


Sincerely yours, George Rector 


Wilson's B-V makes an excellent mid-morning drink—Hot or Cold 


Ske Untoson 


Wiisow & Co! 
I me \Jf 


e 
Label jrUths your lable 
— a 


1:00 Young Dr. Malone (C) Varieties 
1:15 Joyce Jordan (C) 
1:30 Love and Learn (C) 


1:45 Helen Trent (C) 


Lonely Woman (N) Talk; Music 
LightofWorld(N) 
Carey Longmire(N) LadiesBeSeated(B) Rev. Hendley 


Cedric Foster (M) 
West; Interlude 
Rev. J. M. Hendley 


News 


Rev. Hendiey 


2:00 Crumit, Sanderson (C) 
2:15 News; Tune Time 

2:30 Gart’s Trio (C) 

2:45 Green Valley (C) 


Mary Martin (N) 
Ma Perkins (N) 

Pepper Young (N) My True Story (8) Swing Session 
RightHappiness(N) Tunetime; News 


MortonDowney(B) News; Swing 
My True Story (B) Swing Session 


Swing Session 


3:00 Home Front— 

3:15 Reporter (C) News 
3:30 Perry Como (C) 

3:45 Mountain Musie (C) 


Backstage Wife (N)Biue Frolic (B) 
Stelia Dallas (N) 

Lorenzo Jones (N) 
Widder Brown (N) 


News; Swing 

Swing Session 
Swing Session 
Swing Session 


Blue Frolic (B) 
Time Views News 
590 Swing Club 


4:00 Judith Evelyn 

4:15 News; Hits, Encores 
4:30 Radio Quiz 

4:45 American Women 


News 


Girt Marries (N) 
Portia Faces (N) 


Guiding Light (N) 


590 Swing Club 
Southland Echoes 
ConstitutionNews 
Dick Tracy (B) 


News; Interlude 
Bing Crosby 
Chick Carter (M) 
Bob Chester 


5:00 News 

5:16 West; Music 

5:30 Jimmy Alien 

5:46 Worid Today (C) 

6:65 Jos. Harech, News (C) 


Dant’s Music 


News 
News 


News; Melodies 


Miller Music (N) 


Terry & Pirates (B) News; Interiude 
Hop Harrigan (B) To Announce (M) 
Serenade - Overseas Rpt. (M) 
News Superman (M) 
News Superman (M) 


EVENING 


WGST 920 WSB 750 


WAGA 590 WATL 1400 


6:00 15 Minutes to Play Fred Warning 
6:15 Secret Weapon 
6:30 Lone Ranger 


6:45 Lone Ranger 


Omigos Saludos (B)Fulton Lewis (M) 


News of World (N) Omigos Saludos (B)Johnson Fam. (M) 
Cheque Music (N) 
Kaltenborn (N) 


Concert Time 
Gospe! Singers 


News 
Easy Listenin’ 


7:00 Corliss Archer (C) 
7:15 Corlis Archer (C) 
7:30 Adventures of— 

7:45 Thin Man (C); Brown 


All-Time 


Friday Concert (N) Godwin News (B) 
Friday Concert (N) Parker Family (B) 


Hit Parade (N) 


News; Interlude 
Geo. Hamilton (M) 
Rev. J. L. King 
Rev. J. L. King 


Meet Your Navy 
Meet Your Navy 


8:00 Playhouse (C) 
8:15 Playhouse (C) 
8:30 Brewster Boy (C) 
8:45 Brewster Boy (C) 


People Are 
Funny (N) 


Waltz Time (N) 
Waltz Time (N) 


Gang Busters (B) Gabriel Heatter (M) 
Gang Busters (8) Carl Ratazza (M) 
Spotlight Bands (B)Double, Nothing 
Spotlight Bands (B)Double, Nothing 


9:00 Thanks to Yanks (C) 
9:15 Thanks to Yanks (C) 
9:30 The Three Sisters (C) 
9:45 Bill Henry News (C) 


Bill Stern (N) 


Riggs,BettyLou(N) J. Vandercook (8) Fight B’cast (M) 
Riggs,BettyLou(N) Lulu Bates (B) 


Fight B’cast (M) 
Templeton, Etc. (B)Fight B’cast (M) 


Calif. Serenade (N) Kobblers;Music(B) Fight B’cast (M) 


News 
Views of News 


10:00 Ned Calmer, News (C) 
10:15 Joan Brooks (C) 

10:30 Eileen Farrell (C) 
10:45 Eileen Farrell (C) 


News; Interlude 
Reynolds’ Or. (M) 


World News 
Dunham's Or. (B) 


Road to Danger (N)LouBreese’sOr.(B) Music Program (M) 
Road to Danger (N)LouBreese’sOr.(B) Music Program (M) 


11:00 CONSTITUTION NewsNews; Music 
11:10 Shep Fields’ Or. (C) 
11:30 Music U Want 


Paul Martin Or. (N)Music Masters 
W'ton Hotel Or.(N) Tommy Dorsey (B) Dance Music 


News; Music 
Music 


Music Masters 


12:00 Sign Off Sleepy Hollow 


Sign Off Sign Off 


- 


- 


During 38 to 52 Years 
of Age! 


If you—like so many women be- 
tween the es Of 38 and 52— 
suffer from hot flashes, weak 
tired, nervous feelings, distress o 
“jrregularities”, are blue at times 
—due to the functional middle 
age perme culiar to women— 
t ydia E. Pinkham’s Vege- 
table Ogmpound to relieve such 
symptoms. 

Taken regularly — Pinkham’s 
Compound helps build up resist- 
ance against such distress. It also 


You Women Who Suffer From 


HOT FLASHES then 
CHILLY FEELI 


. 


. is Ry 
x a: “ * 


has what doctors call a stomachic 
tonic effect! Thousands upon 
thousands have reported benefits. 
Follow label directions. Pinkham's 
Compound is worth trying. 


Lydia E. Pinkham’s VEGETABLE COMPOUND 


ERO TEN KAREN 
ie Vn Stee nies 
$9 CERO 


Black velvet 


> _ 


ae 


seen here in a simulated pinafore styling. 


nger set, is 
ae 
e 


white lace runs across the shoulders, extending to t 
hipline in front. The skirt has soft gathers and attaches 


to a set-in girdle. 


The price of this dress is $19.98, the 


model is Miss Charlotte Thomas. 


‘Gang Busters’ 


Straight from the files of two 
great police departments comes 
the story of “The Case of the Com- 
et” of Crime, “Gang Busters” 
thriller, from WAGA at 8 p. m. 
Featured in the case is the sinister 
man with a peculiar mouth, the 
tinkling bells which hid a cunning 
plot, the mystery of ice cream 
cones and the telephone exténsion 
where Death and the Comet lis- 
tened in. 

Carole Landis and Jerry Lester 
will star in the “Playhouse” 
adaptation of “The Lady Eve,” 
from WGST at 8 p. m. It’s the 
story of a gambler’s daughter who 
falls in love with a millionaire. 
Henry Fonda and Barbara Stan- 
wyck played the original movie 
roles. 


Sal Bartolo, featherweight 
championship contender, and 
lightweight Bobby Ruffian will 
meet in a 10-round bout at Madi- 
son Square Garden tonight. A 
blow-by-blow description of the 


On Air Today 


Dunphy and Bill Corum from 
WATL, beginning at 9 p. m. 


SPARKS 

“Meet Your Navy” program fea- 
tures the Supply Corps’ own song, 
“We're the Guys Who Shoot the 
Flies.” (WAGA at 7:30 p. m.).... 


Nick and Nora have an auto! 


smashup, Nora is kidnaped and 


Nick wakes up in a flophouse dur- | 
ing tonight’s Thin Man adventure, ; 


“No Noose Is Good News.” 


Two clarinet artists get together | 


when Benny Goodman visits Bill 
Stern’s “Sports Newsreel” at 9:30 
p. m. from WSB. While Bill has 
long forsaken the “licorice stick” 
as a means of livelihood, Benny 
has done very well for himself 
filling theater aisles with jitter- 


bugs from coast to coast. (WGST | 
. » Film beauty | 


at 7:30 p. m. 
Ilona Massey will be the “Double 
or Nothing” guest (WATL at 8:30 
p. m,).... Now recovered from a 
recent operation and some 60 
pounds underweight, Gil Martyn 
has taken over his news show 


bout will be described by Don!from WAGA at 10:30 a. m. 


yourself after such a foolish af-| 
fair rather than how they would | 
see you minus your robes of fine- | 


ness and virtue. 


ACCEPT HIM 
IN FRIENDLY WAY 


Dear Dixie: 


I am in love with a young man | 
He | 
seems to like me, but he has nev-. 
er said he loved me, although he | 


who is not in the Army yet. 


takes me out and spends money 


on me and wants me to have a 


good time. Should I tell him I 


love him? 


is not jealous at all and I wonder 


if it is because he loves me So | 
much and trusts me or that he. 


does not care enough. He is two 


years younger, but that doesn’t | 


keep me from loving him. 
WORRIED, 
Let him make the first declara- 


He has asked me, but | 
I think he should tell me first. He | 


TAYLOR 
NEWS COMMENTARY 


10:15 p. m. 


MONDAY THRU 
FRIDAY 


WAGA 


590 On Your Dial 


“SEVEN YEARS WITH THE RIGHT PROGRAM” 


That’s what listeners say about 


LINDA’S FIRST LOVE 


now in its 


SEVENTH YEAR ...on WGST 


To listen ONCE is to listen ALWAYS 


“Linda’s First Love—11:30 A. M. 


Mondav through Fridav—on 


WGST —920 on your dial 


“TOPS IN LOCAL AND CBS PROGRAMS” 


The Style Center of the South 


ITTER-GLAMUL 


cocktail suits 


with embroidered beading 


For the cocktail hour... and after... these 


shining. examples 


of good-taste glamour. 


Slim black rayon crepe suit with the spot- 
light on the gilet ... all a-glitter with pink 


or turquoise embroidered beads. 


@ “Fashion Fifth” Floor 


The Atlanta Constitution—I5 
Sicilians Quit 
Horror-Ridden 


Cave Homes 


Friday, August 20, 1943 


Reserved Seats 
Only Are Sold 


For Premiere 


Every seat sold for the southern 
premiere of “This Is the Army,” 


1942-43 Debutantes 
Will Meet on Sunday 


Miss Helerry Taulman, presi- 
dent of the 1942-43 Debutante 
Club, has called a meeting of 
the members for 3 p. m. on 
Sunday at the Piedmont Driv- 


ToLt. J. G. Shurbut 


BEN HILL, Aug. 19.—The i 

marriage of Miss Mable Virginia ea tage gt 
Norton, daughter of Mrs. A. N. 
Norton and the late Mr. Norton, 
» Lieute.ant James Gordon Shu - 


+*? 


utt took place recently at the 


home here of the bride’s brothe 


and sister, Mr..and Mrs. Chaice T. 


Norton. 


Rev. C. D. Read officiated and 
music was presented by Mrs. W. 
holding 
were placed before 
palms, 
center arrangement 


©. Suttles. Candelabra 
white tapers 
an improvised 
ferns and a 
white gladioll. 
Rios 


altar of 


of 


a gown of teal blue, 
navy and white accessories. 


st Mrs. Walter Jackson, 


T. Norton gave his sister in 
marriage, and she was lovely in 
worn with 
She 
wore an orchid on her shoulder. 
The bride’s only attendant was her 
£) the 


ing Club. The meeting is for 
the special purpose of compil- 
ing a list of names of those 
belles eligible for membership 
in the 1943-44 Debutante Club. 

Miss Taulman will be assist- 
ed at the meeting by the other 
officers of last season’s club, 
who include: Miss Virginia 
Boynton, vice president: Miss 
Jacqueline Thiesen, secretary, 
and Miss Laura Shallenburger, 
treasurer, 


Miss London Weds 


proceeds of which will go to the 
Army: Emergency Relief fund, will 
be a reserved seat, the committee 
in charge announced yesterday. 

Mayor Hartsfield, general chair- 
man of the Atlanta premiere, 
said purchasers of seats would 
thus be assured of reserved seats 
at the show, August 26, at the 
Fox theater, » 

Holders of souvenir tickets al- 
ready purchased should exchange 
them for reserved seat tickets at 
any Bond sale »ooth, or from or- 
ganizations from which they orig- 
inally bought them, Hartsfield 
added. Such exchanges must be 
made before 6 p. m. Thursday, 
August 26, the night of the per- 


a> 
— 
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TICKETS 


ALLIED HEADQUARTERS IN 
NORTH AFRICA, Aug. 19.—(/)— 
Dispatches from Sicily said terri- 
fied civilians began emerging to- 
day from caves cut into the living 
rock of Messina’s hills. 

One cave measured 600 yards in 
length and 30 feet in width: Whole 
families made this their home 
through the past six months. Al- 
lied bombers were in the skies day 
and night. 

But the cruelty of the German 
troops and their callous disregard 
for all human considerations made 
the people pray for even heavier 
raids. 

During the time when the tun- 
nel was packed tight with families, 


_|Lieut. Thebaut 
“=| LOS ANGELES, Cal., Aug. 19.—| - 
The marriage of Miss Lynette 
London and Lieutenant Payne 
Thebaut, are well known, having 
in Atlanta, where the parents of 
=. | the groom, Dr. and Mrs. Maxwell 
| Thebaut, are well known, having 
@\been residents of Atlanta for 
many years. His mother is the for- 
mer Miss Dollie Payne, and the 
groom is the grandson of the late 
E, T. Payne, who for 18 years was 
the tax collector for Atlanta. 


The marriage was an important 
event of August 7, and took place 
in the post chapel at Camp Swift, 
| Texas. Captain H. A. Craig was 
‘best man for Lieutenant Thebaut, 
‘who is with the 528th Engineering 
Corps. 

The beautiful bride is the) 
Earl | 


matron of honor, who wore pale 
blue crepe with navy accessories, 
and her flowers were pink rose- 
bud Warrant Officer Walter 
Jackson was the best man. 

An informal! reception followed 
the ceremony, the guests being a 
limited number of friends. The 
bride’s table was centered with a 
three-tiered wedding cake topped 
with a miniature bridal couple. 

The couple left on a wedding} 
trip and later Lieutenant Shur-| gia Evening College. Before his 
butt will go to Macon, Ga., where | enlistment into the armed forces 


a. been assigned to Camp he was connected with the South- 
The bride was an honor grad-/ern Bell Telephone & Telegraph 
uate of Russell High school and|Company. He trained at Camp 
has been employed with the ac- | Walters, Texas, receiving his com- 
counts section of the Southern! mission from Officer Candidate 
Bell Telephone & Telegraph Com-| School at Fort Benning, in Co- 
pany for the past two and a half) |umbus. 
years. Out-of-town guests were R. 
Lieutenant Shurbutt was a grad-| Dent Oliver and family, of New 
uate of Russell High school, later | Orleans, La., and Mrs. E. C. Shur- | 
gitending the University of Geor-'butt, of Spartanburg, S. C. 


30 babies were born there, an Ital- 
ian doctor said. 

Many persons died in there— 
women in childbirth, new-born in- 
fants, men from shock, hunger and 


formance. 

Beginning tomorrow, reserve 
seat tickets will be available at 
all bond sale booths, downtown 


hotels, stores. Prices range from 
$2.20, $3.30 for the balcony, $5.50 3 : disease. Some were shot by the 
for the entire lower floor, and| Germans. 
$11 for loge seats. 3 v 
The list of places where tickets may 
be bought follows: First National Bank, 
Peachtree and North avenue, First Na- 
tional Bank at Five Points, Capital City 
Club; Georgia Power Company, main of- 
fice and Little Five Points office; S. & 
W. Cafeteria; Davison-Paxson Company; 
Woolworth stores at 199 and 1021 Peach- 
tree street, 3071 Peachtree road, 40 White- 
hall street and 839 Gordon street, S. W. 
Greyhound bus station; Rich’s, Inc., 45 
Broad street, S. W.; Mayfair Club, 1456 
Spring street, N. E.; Progressive Club, 
1050 Techwood drive, N. W.;: W. T. 
Grant, 82 Whitehall street, S. W.; J. P. 
Allen Company; Regenstein’s, 209 Peach- 
tree street; Atlanta baseball park, when 
games are being played; S. H. Kress 
Company, 1012 Peachtree street; Fox the- 
atre stamp and bond booth; Standard 
Club, 400 Ponce de Leon; Service Men's 
Center, Courtland street: Citizens & 
Southern Bank Junior League stamp 
booth; Atlanta Athletic Club; Robert 
Fulton, Henry Grady, Ansley, Piedmont, 
Georgian Terrace and Biltmore hotels 
cigar counters, and the Negro Service 
Men’s Center, Hunter street. 


r 
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MISS LEN PARSONS, © 

Miss Parsons is the pretty 
and attractive daughter of 
Mr. and Mrs. W. A. Parsons, 
f Jacksonville, Fla., who is 
visiting her aunt,, Mrs. M. B. 
Hempstead, at the Georgian 
Terrace. She will enter the 
senior class at Landon High 
scheol in September. Miss 
Parsons belongs to the sub- 
deb contingent in Jacksonville. 


SHIP SURVIVORS LAND. 
Sete ee WASHINGTON, Aug. 19.—(4) 
si, SARE SSE een eee m|A medium-sized United States 
Official U S. Army Signal Corps Photo. | merchant vessel was torpedoed 
HERO’S MOTHER BUYS TICKET—With her son, Lieu- | and sunk early in July in the 
tenant Harold W. Whiteman, holder of the Air Medal — Atlantic, and survivors 
' ave been landed at Miami and 
with two Oak Leaf clusters, in a German prison camp, | gaitimore, the Navy announced 
Mrs. Thelma W. Simpson (rig 
nue, S. W., is proud to buy 
a ticket to “This Is the 
Army” and help Army 
Emergency Relief, spon- 
soring organization. 


Danish Ruler Confers | 
With Nazi Ambassador 


STOCKHOLM, Aug. 19.—(4)— 
King Christian of Denmark called | 
German Ambassador Werner Best | 
for a conference last Saturday dur- | 
ing a crisis in Denmark over Nazi | 
plans to punish saboteurs, the 
Stockholm newspaper Svenska 
Dagbladet reported today. 

No indication of the outcome of 
their discussion was given, but the 
‘Germans were said to have post 
iponed putting into effect an ulti 
'matum that Danish saboteurs be 
‘tried in German courts under Nazi 
law. Saboteurs now are tried in 
‘Danish courts. | 

Prime Minister Erik De Scave- 
nius and other ministers recently 
threatened to resign if the Ger- | 
mans insisted on trying the Danes. | 


ee ae 


ersonals 


Dr. and Mrs. William Perrin 
Nicolson left yesterday for Blow- 
ing Rock, N. C., where they will 
be joined by their son, William 
Perrin Nicolson Jr. who is a stu- 
dent at Washington and Lee Uni- 
versity. 


——- 


daughter of Mr. and Mrs. 
Haney, of Los Angeles. She is an! 
accomplished pianist and possesses | 
a voice of exquisite quality and 
tone. During the past year, she has 
been connected with the USO, to 
i her part toward the entertain- 


meg + ee — ee ee ———Ee 


Bobo is the former Miss Frances 
Denman, daughter of Mrs. Eula 
Denman and the late Frank Den- 
man. The paternal grandparents 
are Mr. and Mrs. S. C. Bobo, of 
Center Hill. 


Mr. and Mrs. Robert Johnson | 
announce the birth of a son on} Dr. and Mrs. Thebaut were mar- | 
August 16 at Crawford Long hos-|ried in the Philippine Islands. | 
pital, who has been given the! Lieutenant Thebaut, the groom, | 
name Robert Lewell Jr. Mrs, | was born in Shanghai, China. 


Johnson is the former Miss Louise | 


Fortune, of Lawrenceville, Miss Wood Honored 
At Bridal Shower. 


Miss Elizabeth Wood, of Smyr- 
na, whose marriage to Staff Ser- 
geant Paul W. Postle, of Columbus, 
Ohio, and Cochran Field, Macon, 
will be an event of September 10, 
was entertained recently at a mis- 
cellaneous shower given by Mrs. 
A. E. Feltman and Mrs. Sloan Ad- 
dison at the home of Mrs. Felt- 
man. 

Those present were the hostess- 
es, the honoree, Mrs. R. L. Wood, 
mother of the honoree; Mrs. For- 
rest A. Morrison, sister of the hon- 
oree: Mesdames E. Bird, Ear! Dan- 
‘jel, J. D. Hendricks, L. B. Sauls, 
J. A. Barnette, R. C. Hudson, A. 
P. Gunter, Albert Sentell, J. FE.) wirs, Joseph Collins and chil- 
) Alverson, I. E. Alverson, W. H.| dren, Barksdale and Josephine, are 
Mr. and Mrs, William L. May, Howard, A. B. Wood,"H. M. Spinks, | visitig Mrs. Collins’ mother, Mrs. 
of 2090. Boulevard Granada, Cas-| Mr. and Mrs. J. C. Marchman,/@nd_ Misses Ethel Watts, Edna! Richard Barksdale, in Washington, 
cade Heights, announce the birth of Lovett, announce the engage- | Adair and Gladys Morrison. | Georgia. 
of a daughter, Marilyn Ann, on | ment of their only daughter, Miss | “are 
August 16 at the St. Joseph’s In-| Joyce Marchman, to Technical Garden Club. | 
aoheneasel do Bai ie Sergeant James Kelly Maddox, son; The Virginia Avenue Garden) Frank Knight are 

Mr. and Mrs. T. W. Bobo an-|of Mr. and Mrs, K. B. Maddox,| Club meets Monday at 3 p. m.| North Carolina. 
nounce the birth of a son, Thomas! of Brewton. The wedding will be| with Mrs. Z. B. Sims at 866 Vir-| 
Watson Jr.. on August 18 at the solemnized Sunday, August 22, in| ginia avenue. The club will do| Mr. and Mrs. Floyd E. High and 
Crawford W. Long hospital. Mrs.' the Lovett Methodist church. | Red Cross sewing. | daughter, Eugenia, are visiting rel- 


-——————- 
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Job-Subject Ages 


16-40 in Canada 


OTTAWA, Aug. 19.—(4)—La- 
bor Minister Humphrey Mitchell 
announced today that all youths 
and men aged 16 to 40 have been 
made subject to existing and fur- 
ther compulsory employment 
transfer orders under a recent 
order-in-council. 

Previously the orders—used to 
shift workers from non-essential 
to essential industries—applied 
only to men designated for the 
compulsory military call-up and 
to youths aged 16, 17 and 18. Now 
they apply to all youths and men 
aged 16 to 40, inclusive,-whether 
married or single and whether or 
not liable to military call-up. 

Mitchell said the sixth com- 
pulsory employment transfer 
order would be issued shortly. 
The order, which will relate only 
to the occupations and industries 
included ih the firs five orders, 
will bring under the previous 
orders all youths and men from 
16 to 40 who have not already 
been covered. 


ment of the men in the armed 
forces. 


Miss Virginia Carroway, of 
Birmingham, Ala., and Miss Mary 
Sydnor, of Omar, W. Va., are vis- 
iting Miss Foster Adair at her 
home on Peachtree road, 


Walk, work and play to win in smart 
leather shoes designed especially for 
the many new activities 

of taslay’s woman, 


Mr. and Mrs. Harry M. Gunnin 
ennounce the birth of a son, Harry 
Jr. on August 15 at Crawford W. 
Long hospital. Mrs. Gunnin) is 
the former Miss Dorothy Davis, 
daughter of Dr. and Mrs. Homer 
A. Davis. Mr. and Mrs. J. C. Gun- 
nin are the parental grandparents. 

Mr. and Mrs. Thomas (Pinky) 

shores announce the birth of a 

yn, Thomas Michael, on August 

Crawford Long hospital. 

Shores is the former Miss 

elle Moon, of Grayson and 
Atlanta. 


Miss Patsy Prewitt, of Kentucky, 
is the guest of Miss Anne Eagan at 
her home on Oakdale road. 


Garden Division 
‘Will Meet Today. 


| The garden division of the At- 
|lanta Woman’s Club meets today 
at 1l a.m. Miss Peggie Porter will 
| talk on new ice cream recipes. 
Club members have the privilege 
of joining the garden division 
'withaut extra fee and have a spe- 
DRS | cial invitation from the chairman, 
Mr. and Mrs. Clyde Elliott Jr.| Mrs. O. J. Willoughby. 
announce the birth of a daughter| ‘Specimen plants and _arrange- 
on August 13 at the Crawford W./|ments will be judged. The meet- 
Long hospital, who has been given ing will be followed by the lunch- 
the name of Julia Dianne. The;|eon. Reservations may be made 
baby’s grandmother is Mrs. Julia | for bridge parties, teas and swim- 
Flowers King. Mrs. Elliott is | ming parties. 


the former Miss Edna Earl Pair. | 
Marchman—Maddox. 


Miss Teresa Tidmore is being 
widely entertained in Dawson as 
the guest of Dr. and Mrs. J. C. 
Tidmore. Miss Tidmore has been 
serving as staff assistant at the 
Red Cross Blood Donor Center. 


Southern Baptists 


Plan Radio Station 
RIDGECREST, N. C., Aug. 19. 
(P)\—A proposal that Southern 
Baptists establish a radio station 
powerful enough to reach every 
part of the world was made pub- 
lic here today after adjournment 
'of the annual foreign mission con- 
ference of the denomination. 
| The conference adopted a reso- 
| OPIS EEE 'lution setting forth that various 
i iter _interests, religious. and non-re- 
Strike Menaces Training igious, and calling upon the Bap- 
. e ge 43, tist Sunday school board “to con- 
At West Point Airfield sider plans for inaugurating and 

WEST POINT, N. Y., Aug. 19.| maintaining a radio station, pow- 
(?)—A strike of 800 workers at/ erful enough to reach all nations, 
West Point’s Stewart Field and! to the end that the gospel mes- 
at an auxiliary field at Galeville | sage may be broadcast .in Various 
threatened to interrupt flight | languages every day in the year.” 
training of the United States Mili- | ———————— — 
tary Academy aviation cadets, of- | 
ficials said today. 

Colonel A. B. Jones, of the) 
Corps of Engineers, issued a state-| 
ment in New York stating that 
the strike was called by the Build- 
ing Trades Council of Newburgh, 
N. Y., and that “it was intimated 
that they desired the district en- 
gineer to force” a contractor at 
Montgomery airport, nearby, “to 
enter into a union agreement.” 
The union could not be reached 
for comment. 
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Curtin Seeks Strength 


In Election Tomorrow 


SYDNEY, Australia, Aug. 19.— 
(?)—Australians in their second | 
general election of the war Satur- | 
day will fill all 74 seats in a new 
house of representatives, with 
Prime Minister John Curtin seek- 
ing to strengthen his Labor party 
bloc. 

Eighteen of Australia’s 36 sena- | 
tors also will be elected. 

Curtin called the election after 
his administration was upheld on 
a vote of confidence by only one 
ballot last June. 

His Labor party held 36 seats in 
the house, and was supported by 
two Independents. | 

.In the senate, 
held 19 votes to 


rr 


Robert C. Hunt, who has been 
ill at St. Joseph’s Infirmary, is re- 
cuperating at his home on Wycliff 
road, 

Mrs. Van W. Wilkinson left Wed- 
nesday for Glenwood Minn., for 
several week’s stay. 


NISLEY 


Beautiful Ahses 


68 WHITEHALL ST., S.W. 


Mrs..A. A. Coulon and Mrs. | 
in Asheville, 


paceae 'atives and friends in Richmond, 
Virginia. 


——— + ee 


Mrs. W. P. Waters is recuper- 
ating at her home on Glenwood 
avenue following a recently opera- 
tion at St. Joseph’s Infirmary. 


To You Who Need a New Fur Coat... - 


Allen’s Downstairs Store 


Mrs. Sam Mashburn is recuper- 
ating at the Pone de Leon Eye and 
Ear Infirmary following an opera- 
tion. 


offers a Lovely Group of 


MUSKRAT COATS. 


AT A RARE LOW PRICE 


Sq44.... 


@ Sable Blended (Brown) 


Mrs. Iva Snow Browning is in 
New Orleans, La., with her sis- 
ter, Mrs. Joseph D. Turnlee. She 
will visit relatives in Baton Rouge 
before returning to Atlanta. 


Mrs. Walter S. Robison is conva- 
lescing at her home on Candler 
street, in Decatur, following an 
operation at Emory University hos- 
pital. 

Mrs. Homer L. Wade and her 
son, Leonard Wade, of Jackson- 
ville, who have been the guests of 
Mrs. J. C. Major at her home on 
Forrest road, leave tomorrow for 
Macon, where they will spend sev- 
eral days before returning to Jack- 
sonville, 


Mrs. Joseph H. Burke departs 
today for Odessa, Texas, where 
she will join her husband, Lieu- 
tenant Joseph H. Burke, of the 
United States Army Air Corps. 


the smart 


the opposition 
Labor's 17, @ Silver Dyed (Grey) 


Montreal Shipyard 
Sets 39-Day Record | 


MONTREAL, Aug. 19.—()—| 
Three 10,000-ton freighters are) 
scheduled for launching in the St. ; 
Lawrence river today at a cere-| % : : : 
ssany witch wilt taask the smaahs'| : | : be @ rare inexpensive price for Muskrat 
ing of. all Canadian ship-building 
records. | 

Maritime officials said that just | 
39 days had elapsed since the 
keels were laid. The triple launch- | 
ings thus will clip eight days from | 
the 47-day record established re- 
cently at a west coast shipyard 
'and will bring the Dominion’s out- 
put of 10,000-ton freighters to 200. 
| The vessels will be named the 
Fort Moose, Fort Covington and 
'Fort Romaine. The yards where 
they were built was swampland | 
‘only a few months ago. 


| 
_ - | 
| 
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Mrs. J. R. Kirk has returned 


college girl chooses a from Savannah. 


Mrs. John S. Candler and her 
mother, Mrs. James Albert Erwin, 
have returned from Daytona 
Beach, Fla., where they spent sev- 
eral months at the Candler win- 
ter home. 


+. ES a If you've shopped around you know this to 
suit — A Handmacher! . ‘<o%§} 


ee \ 
\ Mrs, James K. Wangle, of Chi- 
cago is visiting her brother and 
| sister, Mr. and Mrs. George A. 
Smith, at their home on Orlando 


street. 


Mrs. Judd W. Spray, of Detroit, 
Mich., is spending several weeks 
with her mother, Mrs. R. C. Jes- 
sup, at her home on the Prado. 


Mrs. 


coats! See our beautiful Muskrats beginning 


. 
‘ 


‘ 
at this price. . . it’s Allen’s for “best buys” 


AND YOU CHOOSE THE RICH’S LABEL 


in furs. 


for the time-honored dependability and 


Charles E. La Fontaine 
left recently with her twin daugh- 
ters, Misses June and Jane La 
Fontaine, to spend two weeks with 
her sister, Miss Daisy Ramsaur, 
in Washington, D. C. While there 
the Misses La Fontaine will pre- 
sent a recital of dances, songs, 
twirling and piano selections in 
the ballroom of the All-States 


hotel. 14th Air Force raided a Japanese 


Miss Josephine Murphy is con-| ‘TOP and supply concentration | 
valesing from a recent fall at the| Point mear Hanoi Tuesday, wreck- | 
Georgia Baptist hospital. ing more than 28 large buildings | 

and many smaller buildings in a. 
shower of fragmentation bombs, | 
a United States communique an- | 
nounced today. | 

The Liberators also scored di- 

, P a : ‘rect hits on motor and artillery | 
Rich's Debutante Shop Third Floor Miss Dorothy Rossiter departs | storage areas, and set two fires i | 

on Rage, Pa spend two weeks’ storage dumps. 

, in NOW VERS. | P-40 Warhawks in another 

sweep dive-bombed fuel storage 
‘Garden Study Club. dumps at Metngshin, laying all 
| The Garden Study Club will} their bombs on the target and set- 
meet at the Red Cross production | ting a large fire. 
rooms on Sycamore street for an| All the American planes re-, 
all-day sewing today at 10 a.m. j|turned safely, headquarters said. 


guaranteed satisfaction it means to you. 
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U. S. Bombers Wreck 


Jav Hanoi Supply Points 
CHUNGKING, Aug. 19.—(?)— 
Liberators of the United States 
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6-SKIN RUSSIAN 
SQUIRREL SCARFS 


sogu 
Only $3.98 per skinl 


Plus Tox 
Limited group only. Lovely, full skins te 
edd drama to your untrimmed fall coat end 
suit. Also 5-skin atangements. $19.90. 


LP AMTEN c UU. 


For infinite beauty, infinite wear . .. you'll choose this 


exquisitely tailored Handmacher suit in Doevelle flan- 


nel! Designed for your active campus life... yet it can 


easily be dressed for a date by a change of hat and 


Mrs. Carver Dixon and daugh- 
ter, Miss Katherine Dixon, have 
returned to Atlanta and are re- 
siding at the Cox-Carlton hotel. 


blouse. In red, green, grey and brown, sizes 9-15. 29.98 


DOWNSTAIRS 


* ’ 
Fashion Headquarters of the South... Riz 
A “ 


1G—The Atlanta Constitution 


I. KE, Sampler,’ 


Atlantan, Plane _ 
Crash Victim | 


Sergeant Frank E. Sampler, 23, 
usband of Mrs. Frank E. Sam- 
pler, of 313 West Mercer avenue, 


College Park, was one of eight 
men killed Tuesday in the crash 
of a four-engined Army plane 
from the Kearney Air Base near 
Wood River, Neb., it was announc- 
ed here vesterday. 

Sampler, who for two yeais 
prior to his enlistment in the Unit- 
ed States Army .Air Corps was 
employed by The Constitution in 
the Theater Service, was the first 
casualty among former Constitu- 
tion employes now in the service 

A graduate of Russell High 
c hool, he entered the service last 
November. 

He received his 
Keesler Field, Miss., Lockheed- 
Vega, Cal.. the Army Air Forces 
Training school, Las Vegas, Nev.., 
and had recently been transferred 


training at 


to Kearney, Neb. as an assistant 
engineer and gunner. | 

Survivors include his wife: an| 
infant son, Harris Eugene Sam- 
plier: his parents, Mr. and Mrs. 
W. W. Sampler. of Ramhurst: four 
@isters, Mrs. Eugene Murphey, of 
College Park: Mrs. M. C. McLe- 
roy, of East Point, and Miss Laura 
Sampler and Mrs. M. M. Dunford. 
both of Atlanta, and three broth- 
ers, Seaman First Class C. H | 
Sampler and Storekeeper L. B.| 
both of the United States | 
vv and W. C. Sampler, of Col- | 
lege Park. | 

Funeral] arrangements will be) 
=nnounced by H. M. Patterson & | 
SON. 


Sampler 


a’. 
Sa 


Vv 
Los Angeles-New York | 


Cargo Flights Planned 

LOS ANGELES, Aug. 19.—(/) 
The first transcontinental all-cargo 
flights between Los Angeles and 
New York will be inaugurated by 
American airlines tomorrow night. 

A. .R. Bone, western traffic) 
manager, said the first plane 
would leave here at 11:30 p. m., 
and the. first westbound ship 
would take off from New York 
at 12:55 a. m., Saturday. Flights 
will be operated daily with stops | 
Phoenix, Ariz., E] Paso, Fort | 
Worth, Dallas, Memphis, Nash.- | 
vile and Washington to pick up | 
and unload mail and express only. 


BACKACHE, 
LEG PAINS MAY 
BE DANGER SIGN 


Of Tired Kidneys 

If backache and leg pains are making you 
miserable, don't just complain and do oiling 
about them. Nature may be warning you that 
your kidneys need attention. 

The kidneys are Nature's chief way of taking | 
excess acids and poisonous waste out of the 
blood. uhey help most people pass about 3 
pints a 

If the 15 miles of kidney tubes and filters 
don't work well, poisonous waste matter stays 
in the blood. These poisons may start nagging 
backaches, rheumatic pains, leg pains, loss of 
pe and energy, getting up nights, ewelling, 

affiness under the eyes, headaches and diazi- 
- ems. Frequent or ecanty passages with smart- 
ing and burning sometimes shows there is some- 
tung wrong with your kidneys or bladder. 

Don't wait! Ask your druggist for Doan’'s 
Pills, used successfully by millions for over 40 
years. They give happy felief and will help 
the 15 miles of kidney tubes flush out poison- 
ous waste from the blood. Get Doan’s Pille 
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>-EMI-ANNUAL STATEMENT for the | 
fix months ending June 30, 1943, of the | 
Oo of che 
BOSTON INSURANCE COMPANY 
Of Boston, Massachusetts. 


tred under the taws otf the State 

jusetts, made to the Governor 

he State of Georgia in pursuance to 

aws of said State. 

Principa! Office—87 Kilby Street, 
Boston. Massachusetts. 


i CAPITAL STOCK. 
Amount of Capital Stock paid 
up in cash _.. $3,000,000.00 


+6 =e yr 


Viassach 


11. ASSETS 
actets of Company (Ac- 
market value) 


{li aaa cg 
cap! tal paid up 
us over all Lia ilities $15.707.915.00 | 
Liab‘lities $28.583,188.48 | 


INCOME DURING THE FIRS1 SIX | 
MONTHS OF THE YEAR 1943. 
Income $3,690 .818.19 


vif URSEMENTS DURING FIRST | 
S) 1X MONTHS OF THE YEAR 1943. | 
Yishursements $3.424.843.14 


incorporation, 
the 


Tota 


tual cash $28,583 ,188.48 


Cash ,000 ,00U .00 
Surp! 
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copy of the Act of 
tified. is in the office of 
Commissioner 
MASSACHUSETTS— 
OF SUFFOLK. 
mpeared before the under- | 
‘litam 3. Chisholm who. being 
rn. deposes and says that he ts 
‘the Secretarvw of Boston Insurance Com- 
that _ foregoing statement 
“orrect and 
W.d ‘CHISHOLM. Secretary. 
and subscribed before me 
of August. 1943. 
F. M. DOMINICK, | 
Notary Public. 
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“anv na 
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‘ns 
i2th day 
(‘Seal 
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‘executive, 


| — just s 
| feet 
| This anette powder really brings quick 
relief from the discomfort of tired, burnin 


; acts 
| weer offensive foot odors. If you want 
| real foot comfort, be sure to ask for Allen's 


| condition of 
OLD COLONY INSURANCE COMPANY 


| Total gp to 


STATE OF 


isigned Wil 


KILLED — Sergeant Frank 
E. Sampler, a former Con- 
stitution employe, died 
Tuesday in the crash of an 
Army plane from the Kear- 
ney Air Base, Neb., where 
he was stationed. 


Cabbage Seed Ceilings 
Are. Established by OPA 


Ceiling prices for cabbage seed 
were set yesterday by the Office 
of Price Administration, Thomas 
L. Hisgen, acting regional price 
announced. 

The price regulation, effective 
August 25, freezes the price of 
each seller from the grower to 
wholesaler at the highest prices at 
which he sold each variety of cab- 
bage seed of the 1943 crop during 
the period from February 15 to 
May 16, 1943, Hisgen said. 

The regulation is expected to 
reduce eerie high prices. 


PILOT BLAMED IN CRASH. 

WASHINGTON, Aug. 19.—() 
The Civil Aeronautics Board said 
today that the failure of the pilot 
to follow “normal operating pro- 
cedure” probably caused the 
crash of a transport plane in the 
Andes mountains in Peru Jan- 
uary 22. Four members of the 
crew and 10 passengers were kill- 
ed. The plane, operated by Pan- 
American-Grace Airways, crashed 
near Chaparra, Peru, while en 
route from Santiago, Chile, to 
Lima. 


Helps Shorten 
Working Hours 


For Tired, Burning, 
Swollen Feet 
If you are on your feet all day — walking 
the floor or standing in front of a machine 
rinkle Allen's Foot-Ease on your 
nthe into your shoes every morning, 


feet. When feet tend to awell and shoes f 

pinched from al! day standing, try Allen's 
Foot-Ease to relieve this congestion. Also 
to absorb excessive perspiration and 


Foot-Ease — the easy, simple iy. oy all-day 
standing and walking comfort. it today 
at all druggists. 


“SEMI-ANNUAL STATEMENT for the | 


six months ending June 30, 1943, of the 


the 


Of Boston, Massachusetts. 


Organized under the laws of the State 


of Massachusetts, made to the Governor 


‘of the State of Georgia in pursuance to 
| the laws of said State. 


Principal Office—87 ones A Street, 
oston, Massachusetts. 


i. or a ge > a 
Ameunt of Capita tock pa 
up in cash . ,$1,000,000.00 


fl. ASSETS. 
Total acsets of Company (Ac- 
tual cash market value). 


[fl, aaa $1.000,000.00 
Cash capital paid 
Surplus over all Liabilities A if 747,406.12 
Total Liabilities .660 ,893 50 


IV. pra DURING THE yo SIX 
NTHS OF cures sen = 


7. ns amu RSRMENTS DURING 4 gap 
SIX MONTHS OF THE YEAR 1943 
Total Disbursements ....... $1,105, 976. 43 


A copy of the Act of Incorporation, 
duly certitied, ‘is in the office of the 
Insurance Commissioner. 
AASSACHUSETTS— 
COUNTY OF SUFFOLK. 

Personally appeared before the under- 
liam J. Chisholm who, being 
duly worn, deposes and says that he is 
the Secretary of Old Colony Insurance 
Company. and that the foregoing state- 
ment ts correct and true. 
W. J. CHISHOLM, Secretary. 

Sworn to and subscribed before me 
this 12th day of August,’ 1943. 

(Seal) F. M. 


Notary Public. 


. $11,660,893.50 


Prominent Ga. 


Dairyman 


Says Everyone Should 
Know About Pow-o-lin 


‘“This Purely Herbal seh stchanl 
Gave Me Happy Relief From | 
My ‘Sluggish, Achy, Let-Down, 
Feeling.” Declares Mr. Howard, | 
Well-known Austell Dairy and | 
Poultry Ranch Owner. 


luntary “praise of happy | 
and women throughout 
Cre rgia who tell of gratifying re: | 
ough Pow-olin is ample) 

~e of the rea) worth of this | 
aid medicine. For. instance, | 
_L. Howard, widely known | 
wner of a prosperous dairy and | 
Route 1, 
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r oultry 
za., declares: 
“Everything I ate hurt me so, 
had reached the point where |! 
little I 


~ 
anG 


farm 
te 


ie 


SO 


WCan 


let down. Gas and 
would swell me until) 
1 felt 1 couldn't get. 
y breath. I hurt al) over, every 
iscle in my body seemed to) 

from the cloggine of my in- 
due to stubborn consti- 
pa ti 1 was forced to take} 
strong, upsetting laxatives that 
kened me. My nerves felt so 


>. . lol 
lik 
ied 


ometumes 
. con th 


tines 


ss 


cy 


py I couldn’t get needed sleep | 


and morning found me 
» wretched | could hard. 


, 1 oh 
cSt 


ig si 
| count of the money I have 
for medicines that did me/! 


read of Pow-o-lin and got it. 
the end of my days I will be 


felt undernourish.: | 


myself out of bed. 1 have | 


Austell, | 


MR. E. L. HOWARD. 
| 
icine. I am. relieved of the indi- 
gestion, gassy bloating and short 
Bess. -of-breath. The tired, achy, 


i sluggish feeling is relieved and | 
don't have to take harsh laxatives | 


for constipation. Food .seems to 


| give me added strength and en- | 


ergy. Pow-o-lin is the best medi- 


know about Pow-o-lin and. the 
splendid relief it brings.” 
Pow-o-lin is a purely herbal 
preparation for the relief of dis- | 
tress as plagued Mr. Howard | 
| when due to constipation. Pow-o- | 


lin may be obtained at all Jacobs | 


‘drug stores.—(adv.) 


on August 15 at the Atlanta Army 
Air Base; received by his father, 
James W. Ayers, of Marietta, Ga. 
Ayers, 38, was an aerial gunner 
and killed while participating in 
a raid over the Mediterranean 
theater of war on October 9, 1942. 


INSTRUCTOR — Captain Clar- 
ence H. Shirley, of Alpharetta, 
Ga., a veteran of the middle east 
and North African fighting fronts, 
has completed a special course of 


Mrs. W. H. Shirley, of Alpharetta, 
and holds both the Distinguished 
Flying Cross and the Air 
with Oak Leaf Clusters. 


ENROLLED—At Camp Murphy, 
Fla., Signal Corps School: Cor- 
poral Karl E. Moore, of 1433 
Moseley place: Privates First Class 
James C. Thibadeau, of 450 Cand- 


ford, of 645 Bonaventure avenue, 
N E.:; Robert S. 

Gary avenue, N. W.; 
Forrester Jr., of 347 Park avenue, 
N. E.; James E. Boswell, of 783 
Ashby street; James A. Brady, of 
214 Ponce de Leon avenue, N. E.; 
George W. Head, of 932 Rose cir- 
cle, S. W.; Wilbur R. Lumpkin, of 
1253 Avon avenue, S. W. 


IN PACIFIC—P,. Steve Ander- 
son, of 12 Regent street, S. W., 
with a Navy Seabees unit; entered 
the Navy in December, 1942, over- 
seas since April, 1943; attended 
school in Cleveland, Ga., formerly 
employed by Atlantic Steel Com- 
pany. 

PROMOTED—Lane M. Smith, 
son of Mr. and Mrs. Hugh R., 
Smith, of 157 Baker street, N. W., 
to first lieutenant, at Greensboro, 
N. C., where he is acting inspector 
general; Dr. Raymond F. Wender, 
son of Mrs. Louis Wender, of 533 
Boulevard place, N. E., to captain, 
in the Dental Corps in North 
Africa; Earle W. Prendergast, son 
of Mr. and Mrs. J. J. Prendergast, 
of 220 Brighton road, N. E., to 
captain, at Peterson Army Ajr 
Field, Colorado; Clifford Oxford, 
son of Mrs. N. A. Oxford, of 619 
Cooledge avenue, to staff sergeant, 
at Brookley Field, Alabama. 


IN NORTH AFRICA—Johnnie 
M. Orr Jr., whose wife lives at 
779 Curran street, N. W. — Enlist- 
ing in the Army- in 1940, Orr 
spent five months at the parachute 
school at Fort Benning, Ga., re- 
ceived a medical discharge after 
being hurt’ in jump training, lat 
admitted to the infantry. He 
a former Atlanta taxi driver. 

IN NEWFOUNDLAND—Corpo- 
ral Thomas B. Chandler, in the 
service since June 3, 1942, has 
been on duty in Newfoundland 
since September 15, 1942. He is 
the son of Mr. and Mrs. J. F. 
Chandler, of Carrollton, Ga., and 
the brother of Mrs. Talmadge 
Griffin, of Carrollton. 

STATIONED Lioyd P. Moon 
Jr., formerly of Atlanta, at the 
United States Naval Air Technical 
Training Center, Jacksonville, 
Fla.; Private First Class Zion! 
Murphy, son of Mr. and Mrs. | 
Christ Murphy, of Claxton, Ga.; 
Corporal Walter E. Harris, son of | 
Mr. and Mrs. J. W. Harris, of Dal-| 
las, Ga., and Corporal George H. 
Thrift, son of Mr. and Mrs. L. N. 
Thrift, of Waycross, all at Camp 
Rucker, Ala. 

BROTHERS — Sergeant Arthur | 


1S 


grateful for such a splendid med- | 


cine I ever saw. Everyone should | 


Guy Gantt, E. J. Gantt, and Roy 
G. Gantt, all sons of Mrs, John 
Gantt, of 236 Luckie street, N. W., 
are serving in the Army. Arthur 
and Roy are both overseas, while 
E. J. is still in training in New 
York city. 

GRADUATED — Adolphus 5. 
Calloway, from navigation school 
at Carlsbad, N. M., as a second 
lieutenant; DeMoyne Henderson, 
of 434 Ashby street, N. W., ‘rom 
flexible gunnery school at Laredo, 
Texas; Private First Class Palmer 
C, Crider, son of Mr. and Mrs. T. 
L. Crider, of 1697 Wade avenue, 
N. E., from airplane mechanics’ 
schoo] at Keesler Field, Miaiss.; 
Herbert J. Bagley, son of Mr. and 
Mrs. W. O. Bagley, of 860 Hemp- 
hill avenue, N. W., from aircraft 
mechanics’ school, Seymour John- 
son Field, N. 


IN COMMAND—Major Gilbert 


SILVER eee: wenden hing 
humously to James Alton Ayers) 


training at the Air Forces Central | 
Instructors Sche@o! at Carlsbad, N. | 
M He is a graduate of the Uni- | 
versity of Georgia, son of Mr. and | 


ler street, N. E.; James H. Ruther- | 


Johnson, of 13. 
Hulon K. | 


F. Bell, of Augusta, Ga., has been 
placed in command of the 58th 
Military Battalion at Governors 
Island, N. Y., headquarters, East- 
ern Defense Com.nand. A i937 
graduate of West Point, Major 
Bell has been assigned at Ran- 
dolph Field, Texas; Fort Ben- 
jamin Harrison, Ind.; Fort Cus- 
ter, Mich., and in Bermuda. He 
is the son of Mrs. G. C. Bell, of 
Waycross. 


HONORED—Evulice Clark Gar- 
rison, formerly of College Park, 
now at Moore General hospital, 
N. C., awarded both the African 
and Victory medals for his part in 
the invasion; Robert G. Morrison, 
son of Mr. and’ Mrs. Grady Mor- 
rison, of 308 Moreland avenue, 
S. E., assigned to the honor sec- 
tion of his yeoman class at the 
Sub Chaser Training Center, Mi- 
ami, Fla. 

PROMOTED—Howell M. Jones, 
formerly of The Constitution staff, 
from technician fifth grade to ser- 
geant at Camp McCain, Miss., 


R. H. Owensby Jr. Howell M. Jones. 


Medal : y - ‘ 


Clarence H. Shirley. P . Steve Sadecesn. 


Johnnie M. Orr. 


Major Gilbert F. Bell 


Roy G. Gantt. Arthur Guy Gantt. 


' where he is attached to a head- 
| quarters company. Son of Mrs. 
'L. B. Jones, of 404 Glen Iris 
drive, N. E., Sergeant Jones has 
been in the Army five months. 
He attended Boys’ High and Com- 
mercial High in Atlanta. 
OVERSEAS—Roscoe H. Owens- 


by Jr., son of Mr and Mrs. Roscoe 
H. Owensby, of Commerce, Ga., 


recently left for overseas duty 
with the Army. He entered train- 
ing in January, 1943, at Arcadia, 
California. 


—_——— 


Weather 


ATLANTA—One year ago today (Fri- 
day, August 21, 1942) 
High 90; low 68. 


SUN AND MOON FOR TODAY, 


Sun rises 6:03 a. m.; sets 7:20 p. m. 
Moon rises 11:52 p. m.; sets 12:11 p. m. 


LOCAL WEATHER REPORT. 


Highest temperature 

Lowest temperature 

Mean temperature 

Rainfall in past 24 hours 
Rainfall since first of month 
Deficiency since first of month 
Rainfall since January 1 
Excess since January 1 


WASHINGTON, Aug. 19.—Weather Bu- 
reau report of temperature for the 24 
hours ending 8 p. m. in the principal 


_cotton growing areas and elsewhere: 


STATION 
Asheville 
Atlantic City 
Birmingham 
Boston 
Buffalo 
Chicago 
Cincinnatl 
Cleveland 
Denver 
Duluth 
Jacksonville 
Little Rock 
Louisville 
Memphis 
Miami 
Mobile 

New Orleans 
New York 
Savannah 
Washington 
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Births 


Births In the following Atlanta fami- 
lies wer registered yesterday with the 
city health department: 

H. C. Cromer, 691 Paines avenue, N. 
W., daughter: E. H. Austin, 404 Capitol 
avenue, daughter; W. H. Grizzard, 1123 
Oak street, S. W., son; C. W. Chestnut, 
795°’ Ashby street. 8S. W., daughter; L. T 
Bradley, 28 Sims avenue, N. W., daugh- 
ter; N. we Fitzgerald, 523 Washington 
street, S. W — _ F. Young, 975 
Williams Mill road, E., daughter. 


Do ugly Pimples make you suffer em- 
barrassment? Do those red bumpy blotches 
make you fee] inferior? Time after time do 
those ugly Pimples beat you out of the ‘‘date’’ 
you want most of all? Some of the very 
worst cases of fiery red, itching, blemishing 
Pimples are of surface character and are 
not caused by a systemic disorder or bad 
blood. But it’s up to you to fight that red- 
ness and pasty look or you can't blame 
people for thinking you do have bad blood. 


Works While You Sleep 


A doctor’s prescription called Nixoderm, 
based on the formula of a famous English 
skin specialist, has brought almost miracle- 
like help for embarrassment, fiery red- 
| ness and itching of surface pimples to thou- 
sands. And Nixoderm is so easy and inex- 
pensive to use that you can’t afford to wait 
a single day. Just put it on your Pimples at 
night and let it work while you sleep. Nixo- 
derm helps soften, smooth and clear the 
skin in 3 ways: 1. It fights germs on contact. 
2. It soothes and cools. 3. It helps soften and 


lubricate dry scaly skin, 


Pimple Redness, iiching 
Curbed While You Sleep 


Cuarantecd Trial Offer 


Nixoderm is so outstandingly satisfactory 
for so many cases of Pimples, and other 
skin trritations, such as Ringworm, Eczema- 
like rash and Athletes’ Foot, of surface 
character, that it is sold under a guarantee 
of money back unless completely satisfac- 
tory. Under this guarantee you have ny 
thing to gain and nothing to lose, so ow 
Nixoderm from your druggist today and 
it start working for you tonight. 


A vound Attala 


‘ith® THE CONSTITUTION STAFF 


Sallie Mae Finley, Negro, of 169 
Gilmer street, S. E., was killed 
yesterday morning when struck by 
a freight train while crossing the 


460 Decatur street, according to a 
report filed at police headquarters 
by Detectives J. E. Helms and W. 
M. Holland. The train, the officers 
said, was operated by Engineer B. 
J. Motes, of 985 Rice street, N. W. 


Memorial meeting of the Men of 
Peachtree will be held at 6:30 p. 
m. today at Peachtree Christian 
church in memory of Dr. L. O. 
Bricker, former pastor, who died 
last year. Principal speaker will 
be Colonel George S. Clarke, mil- 
itary adviser at Georgia Tech, for- 
merly stationed on Bataan. 


Members of Atalanta Club, or- 
ganization of women employes at 
the city hall, yesterday prepared 
for the election of officers for the 
new year at a meeting slated for 
September 16. Composing the 
nominating committee, named by 
Miss Vera Cooper, president, are 
Miss Julia Elliott, chairman, and 
Mrs. Billie Dean, Miss Lillian 
Evetitt, Miss Mable Webby and 
Mrs. Buck Thompson. 


Atlanta’s department store sales 
last week were 26 per cent higher 
than during the corresponding 
week. last year, according to an 
announcement made yesterday by 
the Federal Reserve Board. Na- 
tion-wide department store sales 
were reported four per cent higher 
than during the same week last 
year. 


wee ee 


of Fulton county, 
yesterday that it was his 57th 
birthday when fellow workers pre- 
sented him with a War Bond and 
a box of cigars. Conie Mason, a 
member of Simmons’ staff, also 
had a birthday yesterday. He was 
64. 


Members of the trade who are 
not eligible or required to main- 
tain ration bank accounts are to 
be provided with a new type of 
red and blue food ration coupons, 
regional Office of Price Adminis- 
tion officials announced yesterday. 
The new coupons will replace 
point certificates when ration cur- 
rency is issued to persons such as 
industrial and institutional users. 


Commissioner William G.. Ar- 
nold, administrative head of the 
Salvation Army in the south, is 
recovering from an illness at Geor- 
gia Baptist hospital, according to 
Colonel Edmund Hoffman, south- 
eastern territorial chief secretary. 


Congressman Robert Ramspeck 
will speak on “Congréss and the 
War” at the monthly luncheon 
meeting of American Legion Post 
No. 1, at 12:30 p. m. today at the 
Robert Fulton Hotel. George L. 
Shadburn will preside. 


ome eee 


Mortuary 


W. H. MITCHELL. 

Funeral services for W. H. Mitchell, 
of 1059 Lanier Boulevard, N. E., who 
died Wednesday in Montgomery, Ala., 
will be held at 4 p. m,. today at Spring 
Hill, with Dr. Loulte D. Newton offictat- 
ing. Burial will be in West View cem- 
otery. 


—— — 


MRS. R. F. STOWERS. 
Funeral servces for Mrs. R, 
ers, of Mayson-Turner road, who 
Tuesday, will be held at 2 p. m. 
at Mayson and Turner Methodist church, 
with the Rev. J Lawson and the Rev. 
Van Stewart officiating. Burial will be 
in Providence Baptist cemetery near 
Sandy Springs. 


W. A. HALE. 

Funeral services for W. A. Hale, 
1013 Boulder Crest drive, S. E.. who died 
Wednesday, will be held at 2:30 p. m. 
today at Spring Hill witn the Rev. J. R. 
Turner officiating. Burial will be in 
West View cemetery. 


MRS. WILLIAM E. BRITTINGHAM. 
Mrs. William E. Brittingham, 82, of 
785 Lake avenue, N. E., died Tuesday in 
a private hospital. She is survived by a 
daughter, Mrs. W. J. Hagins, of Atlanta, 
and two sons, H. A. Brittingham, of 
Macon, Ga., and J. B. H. Brittingham, of 
Columbus, Ga. Funeral services were 
held yesterday at the graveside in Green- 
wood cemetery, with S. F. Lowe of- 
ficiating. Awtry & Lowndes were in 
charge of arrangements. 


BYRON D. FREDERICK. 

Byron D. Frederick, of New Orleans, 
La., died Tuesday in New Orleans. Fu- 
neral services will be held at 11 a. m. 
today at the graveside in West View 
cemetery, with Major Albert Baldwin of 
the Salvation Army officiating. Bran- 
don-Bond-Condon are in charge of ar- 
rangements. 


KLINE R. STANFIELD. 

Kline R. Stanfield, 51, of College Park. 
died yesterday in a private hospital. He 
is survived by his wife: tw: sons, Othel 
and Herschel Stanfeld: two sisters. Mrs. 
W. P. Lewis and Mrs. Ada Vincent, and 
a brother, A. C. Stanfield. Funeral serv- 
ices will be heid at 3 p. m tomorrow at 
Pleasant Grove Methodist church, with 
the Rev. Bill Tyson officiating. Burial 
will be in the churchyard under the di- 
rection of Howard L. Carmichael. 


JAMES R. MARTIN. 

James R. Martin, 54, of 160 Fourth 
street, N. E., died yesterday at the resi- 
dence. He is a native of Columbus, Ohio, 
and was employed at Conley. Survivors 
include a daughter. Miss Molly Martin, 
and a sister, Miss Margaret Martin, both 
of New Ark, Ohio. Funeral arrange- 
ments will be announced by H. M. Pat- 
terson & Son. 


JOHN K,. COMPTON. 

Funeral services for John K. Comp- 
ton, of 619 Gaskill avenue, S. E., who 
died Wednesday, will be held at 2 p. m. 
today at the Assembly of God tabernacle, 
with the Rev. H. 8S. McGee officiating. 
Burial will be in Magnolia cemetery. 


———_—— 


J. W. HICKS. 

J. W. Hicks, 82, of Flat Shoals road, 
Decatur, died yesterday in a private 
hospital. Besides his wife survivors in- 
clude two daughters, Mrs. E. O. Reeves 
and Mrs. A, L. Elenburg, both of At- 
lanta;: three sons, W. Hicks, of Decatur, 
and R. W. and R. J. Hicks, of Atlanta, 
and several grandchildren. Funeral 
services will be held at 3:30 p. m. to- 
morrow at Spring Hill, with the Rev. 
L. E. Smith officiating. Burial will be 
in West View cemetery. 


W. B. GABLE. 
W. B. Gable, 82, former constructor 
and builder of Marietta, Ga., died yes- 
terday at his home in Marietta, 
survived by two daughters, Mrs. 
___ | Bray and Mrs. C. V. Callaway, of Ma- 


F. 


of 


rietta: three sons. Walter B. Gable and 
| Edward Gable, of Marietta. and Linton 
B. Gable, of Atlanta. Funeral services 
will be held at 3 p. m. today from the 
Albert M. Dobbins Funeral Home in 
Marietta, Ga., with the Rev. B. 
Gamble officiating. Burial will be 
the City cemetery. 


JAMES JOHN NIKAS. 

James John Nikas, 59, of an Atlanta 
hotel, died yesterday in a private hos- 
pital. He is survived by a sister in 
Greece and several cousins. Funeral 
services will be held at 3:30 p. m. to- 
morrow at the Greek Orthodox church, 
with Father Panos Constantinides offi- 
ciating. Burial will be in Greenwood 


in 


of arrangements. 


GEORGIA PUBLIC 
COMMISSION 
In re: 


Application of Atlanta Gas 
Light Company for authority 
to issue and sell securities. 
File No, 19367-2 
Docket No. 7 
| fhe above-mentioned petition 
for nearing before the Georgia 
Service Commission at its office 
State Capitol, Atlanta, Ga., at 10 
1 m.. on the Tth day of September, 


1943. 

All interested in this sub- 
matter will be heard at that time, 
at such subsequent 


fect 
r date to which 
he maiter ts adjourned. 
ATLANTA GAS LIGHT COMPANY 
| H. Carl Wolf, president. 
Motse & Poet. 


Attorneys. 
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| Command 
J. W. Simmons, clerk of courts | 


was reminded) 


'meet with us. 


cemetery, with J. Austin Dillon in charge | 
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date, 


Atlanta Area’s Funeral Notices 


Produce Prices 


Are Revealed 


Community ceiling prices for 
certain produce items to become 
effective today in Fulton, DeKalb 
and Cobb counties were an- 
nounced yesterday by the district 
Office of Price Administration. 

Ceiling prices were set on the 
following items: 

Cabbage, 2 pounds 11 cents; let- 
tuce, 12 cents per head; onions, 
yellow, 3 pounds 22 cents: onions, 
white, 3 pounds 25 cents: pota- 
toes, Idaho baker, 5 pounds, 32 
cents; potatoes, other than Idaho 
baker and California long white, 
5 pounds 22 cents; oranges, 150 
count, 72 cents per dozen; 176 
count, 62 cents dozen; 200 count, 


54 cents “dozen; 220 count, 49 cents | 
dozen; 252 count, 43 cents dozen; | 
all California oranges, 12% cents) 
per pound. 

The announced prices were de- 
clared subject .to change weekly 
and wholesalers were advised by 
OPA that they must compute 
weekly ceiling prices on Monday 
and retailers would make price 
changes, when necessary, on 
Thursdays. 


At Huntsville Arsenal 


Thomas Patrick Kehoe, 49, au- 
ditor with the property division, 


Huntsville Arsenal, Ala., and for- 
'merly with the Fourth Service 
in Atlanta, was found 
dead in his room in the barracks 
at noon Tuesday! Military author- 
ities said that death probably re- 
sulted from a heart attack. 

He is survived by a sister, Mrs. 
Cecil K. McNally, of New York 
city, 


wo teen eee 


Funeral Notices 


BAGWELL, Sarah Conner (Mrs. 
A. B.)—78 died in a Villa Rica 
hospital early Thursday. She is 
survived by one son, H. O. Bag- 
well, of Huntsville, Ala.; one 
daughter, Mrs. George W. Doo- 
little, of Sandersville, Ga.; one 
granddaughter, two sisters, Mrs. 
J. E. Belcher, of Atlanta; Mrs. 
Morgan M. Smith, of Temple, 
Ga., and several nieces and 
nephews. Funeral services will 
be held from the Pleasant Grove 
Baptist church near Villa Rica, 
today (Friday) at 1 p. m., with 
Rev, L. P. Lambert officiating. 
Interment will be in the church 
cemetery. Martin Almond, Fu- 
neral Directors, Carrollton, Ga. 


MITCHELL—tThe friends — and 
relatives of Mr. and Mrs. W. H. 
Mitchell, Mr. and Mrs. A. J. 
West, Kansas City; Mr. and Mrs. 
Gene Zumwalt, Mr. and Mrs. 
Robert Mable, Mr. and Mrs. 
J. A. Redmond, Mr. and Mrs. 
Farris A. Mitchell, Mr. and Mrs. 
Roy N. Mitchell, ‘the nieces and 
nephews axre invited to attend 
the funeral of Mr. W. H. Mitch- 
ell Friday, Aug. 20, 1943, at 4 
o'clock, at Spring Hill, Dr. Louie 
D. Newton officiating. Inter- 
ment, West View. The pall- 
bearers will be Mr. Riley F. 
Elder, Mr. Rufus Purcell, Mr. 
Louis Sanford, Mr. Edgar Hen- 
shall, Mr. J. B. Henshall, Mr. 
Gene Zumwalt. H. M. Patter- 
son & Son. 


HAL LE—The friends and “relativ es 
of Mr. and Mrs. W. A. Hale, Mr. 
and Mrs. Frank T. Dowdle, Mr. 
and Mrs. Douglas Oxford, Deca- 
tur, Ga.; Lieut. Com. and Mrs. 
Willam A. Hale Jr., U. S. N.; 
Petty Officer First Class Jack 
W. Hale, U. S. N.; Mr. Joseph 
M. Hale, Mr. Douglas F. Hale; 
the grandchildren, Mr. H. N. 
Maynard and family, Mrs. E. J 
Hale, Mr. Joseph S. Gasque, 
Greenville, S. C., are invited to 
attend the funeral of Mr. W. A. 
Hale, Friday, Aug. 20, 1943, at 
2:30 o’clock, at Spring Hill, Rev. 
J. R. Turner officiating. Inter- 
ment, West View. The pallbear- 
ers will be: Mr. W. R. Hale, 
Mr. Byron Brooke, Mr. Paul 
Burt, Mr. George R. Burt, Mr. 
Jim Gray, Mr. John Hill, Mr. 
John Mays, Mr. Virgil Gray, Mr. 
F. R. Maynard, Mr. Chester 
Maynard. H. M. Patterson & 
_ Son. 


_ Lodge Notices 
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The ceimnen communication 

of Center Hill Lodge No. 686, 

. & A. M., will be held this 

(Friday) evening. August 20, 

Qo” beginning at “ o’clock. he 

y Fellowcraft Comres will be 

conferred All duly qualified brethren 

are cordially and eT invited to 

By order 

JASON L. SEALY, W. M. 

JULIUS W. SMITH, Sec. 


re ee —— 


A called communication 
LeRoy Duncan Lodge No. 262, 
sw A, M., will be held In 
lodge room. Howell Mill 
4 road and Bellmeade avenue, 
y this (Friday) evening at 
Selec The Entered Apprentice degree 
will he conferred by our worshipful 
master, Worshipful Brother W. J. Greene. 
All duly cualified brethren are cordially 
and fraternally invited to meet with us. 
By order of ; E, W. M. 
J R. BRANDON, Sec. 


The regular communication 
of ~~ Lodge No F. 


will be held in ‘the 


Masonic temple, corner Peach- | 


tree and Cain streets, this (Fri- 
day) evening, beginning at 8 
o'clock. Business and social. Visiting 
brethren cordially invited to meet with 
us. By order of W. C. LOEHR . M, 
A. lL. ARMSTRONG, Sec. 


_— —— 


The pees communication 
f W. Luckie Lodge No. 89, 
ay KF. & th M., will be held in 
its temple at West End this 
(Friday) evening at 7:30 


of 


| y o'clock. The Entered Appren- | 
| tice degree will be conferred. All duly | 
C. | qualified brethren are cordially and fra- | 


invited to meet with By 


MILTON G. FARRIS, W. M. 
M. A. A. CASON, Sec. 


tery ally us. 


order of 


——— 


The regula. *ommunication | 
E. A. Minor Lodge No. 603, 
F. & A. M.,. will be held in 
the lodge hall, corner 
Shoals and Glenwood avenues, 
this ee a 
imencing promptly at 
of importance to be cramesieted. 
Minor members are urged to - lt rhe | | 
degree will be conferred. 
Visiting brethren cordially invited to 
meet + age "us. By order of 
McCULLERS JR... W. M. 
all J. * STRIPLIN, Sec. 


of 


Fellowcratt 


The regular communication | 
of Lakewood lodge, No. 443, F. 
& A. M., will be held in the 
G hall, 1642% Jonesboro road 
KK ”\ (Lakewood Heights) this (Fri- 
day) evening. August 20th, be- 
Pe. promptly at 8:00 o'clock. There 
will be no degree work. We will ob- 
serve our annual melon cutting on this 
with plenty of ice cold melon. 
Members of Lakewood lodge are _ re- 
quested to attend Visiting brethren are 
cordially and_ fraternally invited = to 
meet with oP Th order of 
‘WILKINSON, W. M. 
THOS, E. COMPTON. Secretary. 
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FREDERICK, Mr, Byron D.— | 
Graveside services for Mr. By- 
ron D. Frederick will be held 
this (Friday) morning, August 
20, 1943, at 11 o’clock at West 
View cemetery. Major Albert 
Baldwin will officiate. Brandon- 
Bond-Condon. 


i i 


AUSTIN, 
and delatives of Mr. and Mrs. | 


“ae com. | 
uses 


i 


STANFIELD, Mr. Kline R.—of 
R. F. D., College Park, died 
Thursday morning in a private 
hospital. He is survived by his 
wife; sons, Messrs Othel and 
Herschel Stanfield; daughter- 
in-law, Mrs. Mildred Staafield; 
sisters, Mrs. W. P. Lewis and 
Mrs. Ada Vincent; brother, Mr. | 
A. C. Stanfield. Funeral services | 
will be held Saturday afternoon | 
at 3 o'clock at Pleasant Grove | 
Methodist church, Rev. Bill Ty- | 
son and Rev, W. J. DeBardele- 
ben officiating. Interment in 
churchyard. Howard L. Car- 
michael. 
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GABLE. Mr. William Banks—T he | 


friends and relativés of Mr. Wil- | 
liam Banks Gavle, Mrs. C. L. | 
Bray, Mr. and Mrs. C, V, Callo- 
way, Mr. and Mrs. Waiter D. 
Gable, all of Marietta, Ga.; Mr. 
and Mrs. Linton B. Gable, of | 
Atlanta, Ga.; Mr. and Mrs, Ed- 
ward Gable, and family of late 
Mr. and Mrs. Newt Barrett, are 
invited to attend the funeral of 
Mr. William Banks Gable, this 
(Friday) afternoon at 3 o'clock 
from funeral home of Albert M. 
Dobbins, Marietta, Ga., Rev. B. 
C. Gamble officiating. Interment 
City cemetery. Gentlemen se- 
lected to serve as pallbearers 
will pleasé' meet at the funeral | 
home at 2:45 p. m. | 
. z | 
MONROE, Mr. Curtis G.—The 
friends of Mr. and Mrs, Curtis 
G. Monroe, Carolyn Monroe, Mr. 
and Mrs. J. F. Monroe, Mr. and 
Mrs. C. L. Daniel, Miss Joe Ann 
Monroe, Mr. and Mrs, James C. 
Monroe, Mrs. P. S. Monroe and 
Mr. C. E. Buckner are invited to 
attend the funeral of Mr. Curtis 
G. Monroe this (Friday) after- 
noon at 3:30 o’clock from Lake- 
wood Heights Baptist church. 
Rev. Jack Bridges will officiate. 
Interment in Roseland Park 
cemetery. The following gentle- 
men will please act as pallbear- 
ers and meet at the residence, 
131 Adair avenue, S. E., at 3 
o'clock: Messrs. F. J. Westmore- 
land, T. O. Howell, U. G. Buck- 
ner, George Washington, 
Calloway and E. J. Argo. J. Aus- 
__tin Dillon Co., funeral directors. 
COMPTON, Mr. John K.—Friends 
and relatives are invited to at- 
tend the funeral services for Mr. 
John K.° (Grandpa) Compton 
this (Friday) afternoon at 2 
o'clock from Assembly of God 
Tabernacle, 301 Capitol avenue. 
Surviving are two daughters, 
Mrs. Callie Flack, Greenwood, 
S. C.; Mrs. Earline McWilliams, 
Atlanta; five sons; Mr. T. C. 
Compton, Woodruff, S. C.; Mr. 
G. O. Compton, Greenwood, S. 
C.; Mr. Ralph Compton, Nash- 
ville, Tenn.; Mr. Herbert Comp- 
ton, Reidsville, Ga.; Mr. Chester 
Compton, of Atlanta: 13 grand- 
children and two great-grand- 
children. Pallbearers selected 
please meet at the residence, 619 
Gaskill street, S. F., at 1:30. Rev. 
H. S. McGee will officiate. In- 


Bill }. 
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Funeral Notices 
MEEKS Mrs. Ella E.—Funer2! 
for Mrs. Ella E. Meeks, of 596 
Kelly street, who died Wednes- 
day, will be announced upon 
arrival of relatives. Awtry & 
Lowndes. 


WHITE, Mrs. Frank — Funeral 
services for Mrs. Frank White 
‘will be held Friday, August 20, 
1943, at 11 o’clock fram the Fel- 
lowship Tabernacle. Rev. H. R. 
Bagwell and Rev. Joseph M. Bell 
will officiate. Interment, Win- 
terville (Ga.) cemetery. Harry 
G. Poole, funeral director. 

J. W.—of Flat Shoals 

died Aug. 19, 
his wife: 

M. Ward, 

Mrs. A. M, 
W. Hicks, 
Hicks, Mr. 


HICKS, Mr. 
Rd., Decatur, Ga., 
1943. Surviving are 
daughters, Mrs. A 
Mrs. E. ©. Reeves, 
Elenburg; sons, Mr. 
Decatur: Mr. R. W. 
R. J. Hicks, several grandchil- 
dren, nieces and nephews. Fu- 
neral services will be held Sat- 
urday, Aug. 21, at 3:30 o'clock 
at Spring Hill, Rev. L., E. Smith 
officiating Interment, West 
View Cemetery. H. M. Patter- 

son & Son. 


| STOWERS—The friends and rel- 


atives of Mrs. R. F. Stowers, 
Mr. and Mrs. O. F. Stowers, Mrs. 
Sadie Poss, all of Atlanta: Mr. 
and Mrs. H. M. Jones, Stone 
Mountain, Ga.: Mr. and Mrs. 
L. L. Tones, Atlanta: Mr. and 
Mrs. I. C. Jones, McDonough, 
Ga.; Mr. and Mrs. S. W. Stow- 
ers, Mrs. J. J. Harris, Mr. and 
Mrs. E. C. George, all of At- 
lanta: Mr. and Mrs. J. M. 
George, Sandy Springs, Ga.: the 
grandchildren and great-grand- 
children are invited to attend 
the funeral of Mrs. R. F. Stow- 
ers, Friday, Aug. 20, 1943. at 2? 
o'clock, at the Mayson end Tur- 
ner Methodist Church, Rev. Van 
Stewart and Rev. J. H. Lawson 
officiating. Interment, Provi- 
dence Baptist Church near 
sandy Springs. The grandsons 
will serve as pallbearers. H. M. 
Patterson & Son. 

WIX, Rev. Charlie Rose—The rela- 
tives and friends of Rev. and 
Mrs. Charlie Rose Wix, Miss 
Jeanett Wix, Mr. and Mrs. Ss. L. 
Wix, Private A. A. Wix, Mr. 
and Mrs. W. R. Wix. Mr. C. R. 
Wix, Mr. and Mrs: Girshum Ed- 
wards and Mr. and Mrs. John 
Wix are invited to attend the 
funeral of Rev. Charlie Rose 
Wix Friday afternoon at 1:30 
o'clock, from the Welcome Hill 
Baptist church (Riverside). Rev. 
Z. Z. Frazier and Rev. J. B. 
Kimmons will officiate. Inter- 
ment, White Oak Springs Ceme 
tery, Paulding county. The fol- 
lowing gentlemen will serve as 
pallbearers and meet at the resi- 
dence, Benard road, Riverside, 
at 1 o’clock: Mr. E. M. Griffin, 
Mr. M. R. Mauldin, Mr. J. M. 
Harbin, Mr. J. P..Hamby, Mr. 
G. M. Kimmons and Mr. J. S. 
Howell. J. Allen Couch & Son. 

BROCK, Mr. J. F.—The friends 
and relatives of Mr. and Mrs. J. 
F. Brock, Mr. John Heard 
Brock, Mrs. C. O. Broek. Mr. 
Mays Brock, Mr. and Mrs. O. P. 
Brock, Mr. and Mrs. Glad 
Brock, Mr. and Mrs. Luther 
Potts, Mr. and Mrs. Hal Moore, 
Mr. and Mrs. C. W. Barber, Mr. 
and Mrs. Rufus Groover and 


terment in Magnolia cemetery. | 


Barrett Funeral Home. 


W. W. Austin, Miss Bessie Lam- 
bert, Mr. and Mrs. Vesta Small- 
wood, Miss Vera Austin, Mrs. W. 
T. Austin, all of Villa Rica, Ga.; 
Mr. and Mrs. Oscar Austin, Mrs. 
Gennie Florence, Mr. and Mrs. J. 
L. Hunter, Mr. and Mrs. E. 


tin, all of Powder Springs, Ga.; 
Mrs, J. C. Moore, Chattanooga, 
Tenn.; Mr. and Mrs. E. F. Aus- 
tin, of Valdosta, Ga.; Mr. and 
Mrs. Paul Cochran, Douglasville, 
Ga,, are invited to attend the 
funeral of Mr. W. W. Austin 


today at 2 p. m., from the New| 


Harmony Baptist church, with 
Rev. J. W. Wamoch officiating. 
Grandsons will serve as pall- 
bearers. Interment in church- 
yard. R. O. Taylor, Funeral 
Home, Villa Rica, Ga. 


NORRIS—The friends 
tives of Mrs. 
Miss Cavalene Fincher, 
Horace Luther Fincher Jr.. 


and rela- 


U.S. 


A.; Pharmacist Mate Edward L. | 
Fincher, U. S. N., abroad; Mrs. | 
Mr. and| 
Mrs. C. P. Kennedy, Fredericks- | 
Lorena May | 
Crowder, Mr. and Mrs. William | 
H. | 


Dora Cordelia Green, 


burg, Va.; Mrs. 
Ellis Green, Mr. and Mrs. 
Earl Green are invited to attend 
the funeral of Mrs. Ora G. 
ris, widow of the late Mr. Ar- 
thur L. Norris Saturday, Aug. 
21, 1943, at 11:30 o'clock, at 
Spring Hill. Dean Raimundo de 
Ovies officiating. Interment 
Oakland. The pallbearers will 
be Dr. J. L. Hawk, Mr. Walter 
Sentell, Mr. Frank Burdett, Dr. 
Frank Eskridge, Mr. John | 
Aiken, Mr. A. H. Uhl. H. M. 
Patterson & Son. 


(COLORED.) 

FINLEY, Mrs. Sallie Mae—of 169 | 
Gilmore street, died suddenly. 
Funeral announcement later. 
t handler- Reid- ‘Armstrong. 


PRATT, “Mrs, — Catherine—of 36 
Duncan street, died August 19 
at the residence. Funeral an- 
nounced lat r. Sellers Brothers 
of Newnan. 


BOWEN, Mr. Ralph Winston—the 
son of Mr. and Mrs. Jack Bowen, 


Mr. W. W.—The friends | 


Mr. and Mrs. Summie Morrison 
are invited to attend the funeral 
of Mr. J. F. Brock this (Friday) 
morning at 10:30 o'clock at 
Trinity chapel. Rev. H. R. Fos- 
ter will officiate. Interment in 
Comimerce, Ga. The following 
gentlemen will serve as pali- 
bearers, Mr. O. P. Brock, Mr, 
Harry Fleisher, Mr. Erwin Hen- 


H. | 
Austin, Mr. and Mrs. W. C. Aus- | 


Ora. G. Norris, | 
Szt. | 


Nor-: | 


derson, Mr. Gilbert Pot Mr, 
Rufus Groover, Mr. John An- 
derson, Mr. Dick Allen and Mr. 
Warren. A. S. Turner & Sons. 


| CALHOUN,-The friends and rela- 
tives of Mr. and Mrs. James 
Calhoun, Mr. and Mrs. John 
Heidt Calhoun, San Antonio, 
Texas; Mr. and Mrs. Andrew 
B. Calhoun, Anderson, S. C., are 
invited to attend the funeral of 
Mr. James VY. Calhoun Friday, 
Aug. 20, 1943, at 11:30 o'clock, 
at Spring Hill, Dr. Richard 
Orme Klinn and Dean Rai- 
mundo de Ovies officiating. In- 
terment, West View. The pall- 
bearers will be Mr. Rutherford 
Ellis, Mr. Craig Mathews. Mr. 
Perryman Little, Mr. Albert 
Howell Jr., Mr. Linton Hopkins, 
Mr. Sam Weyman, Mr. Charles 
Winship, Mr. Jack Baldwin. Mr. 
Charles A. Merriweather: as 
escort, members of Chi Phi fra- 
ternity, the Atlanta Association 
of Insurance Agents and the 
Georgia Association of Insur- 
ance Agents. H. M. Patterson 
& Son. 
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MAGNOLIA— 
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Monumerts 


| DON'T let vour loved one’s grave go une 
marked We have them itn stock 

BUY at ager and save saliesman'’s come 
missions all night or day DE. 23221 
DIXIF MARBLE & GRANITE CO 

VeKalb and Mayson Aves Atlanta Ga 


(COLORED.) 

CROFT, Mrs. Dora Hamilton—of 
150 Clarke street, passed away 
at her residence August 19. Fue 
neral announced later. Moreland 
Funeral Home. 


|GREEN, Mrs. Dora Pauline—Rela- 


tives and friends of Mrs. Rosa 
Scott and family and of Mr. and 
Mrs. Abram Pauley, of 171 Ron- 
dau street, N. E., are invited to 
attend the funeral of Mrs. Dora 
Green this (Friday) afternoon 


passed away at his residence, 


2139 Gordon road, August 19,| 


1943. Funeral announced later. | 
Cox Bros. | 


‘HILL, Sergeant Willie R. — hus: 
band of Mrs. Claudie Hill, of 19| 
Mayson avenue, N. E., passed) 
away August 19 in Mississippi. | 
Funeral announcement later. 
Haugabrooks. 


HEARD, Mr. .. C.—His funeral 
will be today (Friday) at 3 
o’clock at Old Field Baptist 
church, Heard county, Rev. Ned 
Dunson officiating. Interment 
churchyard. Sellers Brothers of 
Newnan. 


CAMP, Mrs. Carrte—of 1267. 
Simpson road, N. W. The friends | 
and relatives are invited to at-| 
tend the funeral of Mrs. Carrie 
Camp today (Friday) at 12 
o'clock at our chapel, Rev. J. | 
T. Singleton officiating. Inter-| 
ment Lincoln Cemetery. Sellers 
Brothers. | 
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at 2 o'clock from the Piney 
Grove Baptist church, Boule 
vard, Rev. A. R. Barnett officiat- 
ing. Interment in Lincoln ceme 
tery. Haugabrooks., 


M ITCHELL, Mr. Brady—The 
many friends and relatives of 
Mr. Brady Mitchell, of 869 
Greensferry avenue, S. W.: Mrs, 
Lena Lawson and Mr. and Mrs, 
Sylvester Mitchell, all of Atlan- 
ta; Miss Roseline Usher Porter, 
of Seattle, Wash.: Mrs. Emma 
Johnson and family and Miss 
Georgia Hardaway, of Columbus, 
Ga., are invited to attend the fu- 
neral of Mr. Brady Mitchell to 
‘morrow night (Saturday) at 8 
o'clock from our chapel. Rev. 
grown, assisted by Rev. E. Web- 
ster McMillan and others, will 
officiate. The cortege will leave 
by motor Sunday morning at 9 
oclock for interment in family 
lot in the city cemetery, Colum- 
bus, Ga. Hanley’s Ashby St. Fu- 
neral Home. 
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Summer Dinner Menu 
Features Garden Produce 


There isn’ 
places, and downtown restaurants 
are almost always taxed to Ca- 
pacity to feed travelers and those 
who have to eat out. So in spite 
of the strain ana limitations of 
rationing upon the household, it 
seems to me the problem of get- 
ting together is best solved by 
home entertaining. It is likely that 
the “community” dinner, where 
each person or family contributes 
a share of the food or “points” 
will become increasingly popular. 
Already most guests are offering, 
when an invitation to a meal is 
extended, to contribute a share of 
blue or red points. 

But it is quite possible to enter- 
tain with few or no points, par- 
icularly now that we have an 
abundance of fruits and vegetables 
in the garden, and I have worked 
out a company dinner menu, based 
mainly upon garden produce. This 
Ginner has an elegant appearance, 
but it is not difficult to prepare, is 
inexpensive, and well suited to 
hot summer evening. It is 


ration can be done in advance and 
this is how it goes: 

SUMMER DINNER MENU. 
Melon Balls with Pineapple 
Sherbet 
Baked Chicken Loaf with 
Mushroom or Curry Sauce 
Green Peas Sauted Corn 
Jellied Beet Salad 
(Optional) 

Small Hot Rolls 
Peach Sponge Cakes 
Iced or Hot Coffee 

Buy a stewing chicken, weigh- 
about five pounds, and cook it 


Ine 
Sl on] 


enough gas to go‘ 


| 


i 


de- | 


rex } mos f the pre Ja- | ; 
signed so that most o Prepa- | seasoned medium 


the day before if possible, if not, | 


then early in the morning. Have it 
cut in pieces, barely cover with 
cold water, add 2 teaspoons salt, 
a handfu! of celery leaves and a 
slice of onion and boil gently for 
1 1-2 to 2 hours or until very ten- 
der. Let coo! in the stock, then 
when almost co’d remove, cut the 
meat from the bones and put it 
through the meat chopper, using 
the coarse knife. There should be 
4 to 5 cups meat. Save the stock 
for jellied salad or soup next day. 

Morning lI reparations: Make the 
sponge cake, or buy individual 
ones if you ‘refer; make the salad 
and the sherbet. Or buy the sher- 
bet and store it in the freezing 
compartment of the refrigerator. 
Cut the melon balls and put in a 
covered bow! in the refrigerator. 
Shell the peas, cover and put in 
the refrigerator. Cook corn on the 
cob, let cool and cut from the coo. 


: 
' 


| 


| 


| 


i 
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Ppineapple sherbet on top and the 


sherbet is sprinkled with a little 
chopped fresh mint. The melon 
may be either watermelon, honey- 
dew or cantaloupe or a combina- 
tion. 

Chicken Loaf (for 8): The 
cooked meat from a 4 to 5-pound 
stevving chicken, chopped coarse- 
ly. Mix with 4 cups fine, soft 
breadcrumbs, 1-4, cup minced 
parsley, 2 canned pimiento cut 
very fine, 1 .easpoon salt, 1-8 tea- 
spoon pepper, 2 1-2 cups milk and 
4 well beaten eggs. Mix all to- 
gether, stir in 4 tablespoons chick- 
en fat skimmed from the stock. 
Pour into a greased, oblong pan 
about 9x12 inches and sprinkle a 
few buttered breadcrumbs over 
the top. Bake in a moderate oven 
for 50 minutes or until firm and 
delicately browned. Cut in squares 
for serving and_ serve hot with 
mushroom ofr curry sauce. The 
chicken loaf may be mixed and 
put in the pan—ready for baking 
—early in the day. 

For the sauce mix 2 cups well 
white sauce 
with 1-2 cup chopped canned 
mushrooms, or flavor with 1 tea- 
spoon curry powder, 

Peach Sponge Cakes are simply 
individual sponge cake rings 
filled with sliced peaches and 
topped with whipped cream 
sweetened and flavored lightly 
with rum or sherry or with al- 
mond extract. For the sponge cake 
beat 3 eggs for 5 minutes until 


i'very light, add 1 cup sugar and 


continue beating until very creamy 
and well mixed. Stir in 1 table- 
spoon lemon juice, then add 1 cup 
flour mixed with 1 teaspoon bak- 
ing powder and sifted three times. 
When flour has all been added, 
stir in 6 tablespoons hot milk, mix- 
ing quickly and lightly. Pour the 
batter into 8 individual greased 
ring molds or Mary-Ann cake 
pans. Bake in a moderate oven— 
350 degrees—for 15 to 20 minutes 
or until golden brown and firm 
to the touch. Invert to coo] and 
when cold remove from the pan. 
v 


Potato Salad. 
boiled potatoes into small 
cubes to make 3 cupfuls. Mix 
with % cup sliced radishes, % 
cup finely diced fresh cucumber, 
3 tablespoons chopped parsley, salt 
and pepper’ to season, 1 tablespoon 
minced onion. Mix.% cup mayon- 
naise with % cup top milk and 1 
tablespoon lemon juice and pour 
over the salad. Mix with a fork 
until thoroughly blended, being 


Cut 


The melon balls are served injcareful not to mash the potatoes. 
sherbet cups with a spoonful of | Heap on lettuce and serve cold. 
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2% Kellogg’s Corn Flakes, alone or 
with fruit, supplement the nutritive elements of milk 


— make a natural combination that helps you stretch 
your precious milk supply. You need less than a glass- 
ful per serving. Vitamins, minerals, proteins, food 


energy — in one dish! 


Kellogg's Corn Flakes are re- 
stored to WHOLE GRAIN KU- 
TRITIVE VALUES of Thiamia 
CVitamia B, ), Niecia and | roa. 
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| 000 OF ascceee Coerens Settee cetE GrgEeERS 


The appearance of grapes suggests jelly-making, and since 

a number of requests for directions have come in recently, 

I am printing below general rules and specific recipes for 
making grape jelly. 


Rules for Making Jelly 


EXTRACTING JUICE, 

Wash and drain sound, firm, barely ripe fruits. Cut large fruits into 
small pieces without paring or coring. To soft fruits, such as grapes, 
add just enough water to prevent sticking and heat gradually, mashing 
the fruit as it heats. Boil gently about 10 to 20 minutes. To hard fruits, 
such as tart apples, add water to barely cover and cook until fruit is 
soft. Drain juice through a bag or several layers of cheesecloth. Do not 
squeeze bag, as this makes jelly cloudy. 

Do not cook more than 2 quarts of juice at one time. Measure juice, 
heat to boiling point, add sugar, according to specific recipe, then 
boil rapidly to the jelly stage. 


Grape Jelly. 
Measure juice, bring to boil, and for each cup of juice add 3-4 cup 
of sugar, bring to a boil and boil rapidly until jelly stage is reached. 


Grape Jelly Using Fruit Pectin. 

5 cups juice 

614 cups sugar ‘ 

1 box powdered fruit pectin 

Stem about 342 pounds grapes and crush thoroughly. Add 1% cups 
water, and simmer gently, covered, 10 minutes. Strain through jelly 
bag. Place juice over hot fire, add powdered fruit pectin and mix well. 
Continue stirring until mixture comes to a hard boil. At once pour in 
measured sugar. Continue stirring and bring again to hard rolling boil, 
and boil hard % minute. Remove from fire, skim and pour quickly 
into sterilized jelly glasses. Paraffin hot jelly at once. 3 1-4 cups light 
corn syrup may be substituted for 3 1-4 cups of the sugar. 


NOW AT YOUR GROCER’S 


Now for the first time Atlanta 
housewives can have the really 
superior flour—Tender Flake. 


TENDER 


Makes successful baking easy and sure. And 


you'll find it economical, too. 


FREE! 
For Goodness Sake Use Tender Flake 


RICH & MORGAN 


Distributors 
Listen te “Cripple Creek Folks,”” WAGA, 12:30, C. W. T. 


United States 
for empty 
Fiour bags. 


War 
Tender 


Stamps 
Fiake 


Atlanta, Georgia 


*NOW THAT LIVING COSTS ¥ 
ARE RISING, I'M GETTING 


WONDERICE B: 
NO WASTE @ 
AND COSTS 


Enjoy a grand pick-up 
when hot, tired and 
thirsty. 


A cooling milk or car- 
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ITomatees 


Make Many 


Goodies 


Tomatoes are plentiful and it 
would be wise to convert some 
into chili sauce and catsup. These 
items cost heavily in points, but 
are not difficult to make at home. 

Chili Sauce. 

(Makes four quarts, but is best 
| put in pint jars. Must be sealed.) 

Wash five pounds firm,. ripe to- 
matoes. Scald, drain, peel and 
cut into small pieces. Place in a 
large kettle, add 2 cups sweet red 
peppers, 2 cups green peppers and 
2 cups onions (these measured aft: 
er putting through food chopper.) 
Add 3 tablespoons salt, % cup 
sugar, 3 cups vinegar. Tie 1 tea- 
spoon whole cloves, 1 teaspoon 
whole allspice and 1 piece of cin- 
namon in a bag. Mix all ingre- 
dients and gently bring to boil- 
ing point. Simmer until sauce is 
thick. Pour “into hot sterilized 
jars and seal. 


Tomato Catsup 

Scald and peel 1 peck of toma- 
toes. Cut into pieces and place in 
large kettle. Add 2 small bay- 
leaves, 8 medium onions, sliced, 2 
hot chili peppers (without the 
seeds) and boil gently until to 
matoes are very soft. Rub through 
a fine strainer. To ithe strained 
pulp and juice add % cup brown 
sugar. Tie 1 tablespoon whole 
allspice, 1 tablespoon whole cloves, 
1 tablespoon celery seeds, 1 table- 
spoon mustard seed, one table- 
spoon peppercorns and a stick of 
cinnamon in a bag. Drop this into 
the tomato mixture, add 2 table- 
spoons salt and boil gently 25 min- 
utes. Add 2 cups vinegar, boil 
5 minutes longer and pour up into 
sterilized half-pint jars or bottles. 
Seal. If bottles are used, dip the 
corks in melted paraffin. 

Tomato Preserves 

2 pounds tomatoes. 

4 cups sugar. 

1% cups water. 

1 lemon. 

1 stick cinnamon. 

2 pieces ginger root. 


Use small, firm, red, yellow or 
green tomatoes. Scald and peel, 
but do not core. Combine sugar, 
water, lemon, sliced thin; cinna- 
mon and ginger and simmer 20 
minutes. Remove cinnamon and 
ginger. Add tomatoes and boil 
gently until they are bright and 
clear. Cover and let stand over- 
night. Pack cold tomatoes into 
sterilized jars. Boil syrup until lt 
is thick as honey and pour over 
tomatoes. Process jars 15 minutes. 

v 


Fresh Corn Chowder. 


Melt 3 tablespoons margarine or 
bacon drippings in a saucepan, add 
1 large onion cut in thin slices 
and simmer for 5 minutes without 
browning. Then add 3 cups cubed 
raw potatoes, 1 quart boiling 
water, 1 teaspoon salt and 3 cups 
fresh raw corn cut from the cobs, 
Cover and boil gently for 25 min- 
utes or until the potatoes are very 
tender. Add % teaspoon sugar, 
pepper to season, 2 tablespoons 
flour mixed with a little cold 
water and 2-cups milk. Heat to 
the boiling point and serve with 
crisp salted crackers. 


Are you making the most of‘ 
summertime fruits? These sugges- 
tions may prove interesting and 
helpful: 


Fresh Fruit Salad Plate: Cut a 
chilled ripe cantaloupe in half and 
make balls from it with a vegeta- 
ble ball cutter. Have ready 2 
cups berries, pitted sweet cher- 
ries, red or black raspberries or 
large blueberries; 2 firm oranges 
cut in slices, and 2 ripe pears peel- 
ed and cut in eighths. Arrange 
the fruit on crisp lettuce or on a 
cold plate and garnish with sprigs 
of crisp water cress. Place a small 
bow! of fruit juice mayonnaise in 
the center and serve as a dessert 
salad. For the fruit juice mayon- 
naise, mix 1 tablespoon each lem- 
on and orange juice or lemon juice 
and strawberry juice with 1-3 cup 
mayonnaise and mix well. Beat 
in 3 to 4 tablespoons cream and 
1 tablespoon sugar. Serve very 
cold with any fruit salad. 

Frosted Grapes: Select small, 
perfect clusters of grapes. Wash 
and drain them thoroughly and let 


‘chill for several hours in the re-¢ 


frigerator. Beat the whites of 2 
eggs until frothy, dip each cluster 
of grapes in the egg whites and 
then sift a little fine granulated 
sugar over them. Chill again be- 
fore serving—they will have a 
frosted appearance that makes a 
popular dessert on a hot day. 
Fresh Apricot Whip: Peel 6 or 
8 very ripe apricots and mash 
them with a fork or rub them 
trrough a coarse strainer. Mix 
at once with 1-2 cup fine graham 
cracker crumbs and 1-2 cup cream 
whipped. Flavor with 1 table- 


spoon sherry and pile into cold 
sherbet glasses. Serve very cold. 
A salted almond cut in quarters | 
may be used as a garnish, if de-. 
sired. 

Pears in Orange Juice: Peel ripe 
Bartlett pears and cut in thin'! 
lengthwise slices. Remove the core | 
and cover the fruit immediately | 
with chilled orange juice. Sprin- | 
kle with chopped mint and serve | 
in attractive glass serving dishes 
—pear or leaf shaped ones, for ex- | 
ample. 


Pralines 
Submitted by 
Mrs. lrene Edwards, 
937 Juniper St., Apt. No. ] 


Atlanta, Ga. 

2 cups brown sugar 
cup granulated sugar 
cup evaporated milk 
tablespoons white corn syrup 
cups pecans 
1 teaspoon vanilla 


1 
1 
2 
2 


Place brown sugar, granulated 
sugar, milk and corn syrup into 
boiler. When it begins to cook, 
add pecans and cook until it forms 
a soft ball in cold water. Remove 


from fire, add vanilla and beat] 


until creamy. Drop on waxed 
paper in patties about 4 inches in 
diameter. 


Dainty Cucumber 
Sandwiches 


Submitted by 
Mrs. Walter McDaniel, 
1379 Northview Ave., 


Atlanta, Ga. 
1 large cucumber 
1 medium white onion 
1-2 teaspoon salt 
Pinch red pepper 
2 tablespoons vinegar 
1 loaf sandwich bread 


Peel cucumber and onion. Quar- 
ter and run through food chopper. 


Add salt, pepper and vinegar. Let) 


stand 15 minutes, then drain off 
liquid. 
mayonnaise and add cucumber 
filling. 


A prize of $1 each is awarded for recipes printed tn this column 
every Friday. Address recipes to The Constitution or to Sally Saver, 
with your name and address written plainly on each sheet. 


. Easy-to-Make Cobbler 


Spread bread with good) 


Submitted by 
Mrs. Annie W. DaVitte, 


Rockmart, Ga. 

1-4 cup melted margarine in 
baking dish | 

Batter: 1 cup flour 

3-4 cup sugar 

2 teaspoons baking powder 

3-4 cup sweet milk 

Combine. Pour batter into melt- 
ed margarine, on top of batter! 
pour sweetened fruit, cherries, | 
berries, or other small fruits. Bake | 
till batter rises to top and forms, 
a nice crust. 


“Oyster Cerrots.” 
Submitted by 
Mrs. Cliff: Mooney, 


| Flowery Branch, Ga. 


6 carrots. 

1 cup crackercrumbs. 

1 egg. | 

Steam or boil carrots whole un- 
til tender. Roll in beaten egg, 
then in crackercrumbs. Fry _ in| 
deep fat until golden brown and 


serve at once. 


Egg Baked in Tomato 
Submitted by | 
Mrs. Chas. H. Bernhardt, 


Greensboro, Ga.; Route | 

Cut a slice from the stem end 
of a medium tomato and scoop| 
out part of the pulp. Refill this 
with am egg. Sprinkle with salt 
and pepper and add a bit of but-| 
ter. Cover with buttered crumbs | 
and bake in a moderate oven un-. 
til the crumbs are brown. 


| of 


| sponge or pound cake, place 


Do New Things With Fruits 


Pear Surprise: Peel ripe Bart- 
lett pears and leave them whole. 
Spread immediately with cream 
cheese beaten with a little cream 
to make a smooth, creamy spread. 
Cut seedless white grapes im 
halves and press them close to- 
gether all over the pears. Chill 
and serve with a sauce made by 
mixing orange marmalade with a 
little hot water to make a con- 
sistency to pour and then chil! :t. 

Jellied Plum Pie: Mix 1 package 
of orange-flavored gelatin with 
1 1-2 cups hot water and stir un- 
til dissolved. When cold, stir in 
l cup mashed, peeled fresh plums 
and 1 tablespoon sherry. Coo! un- 
til syrupy, pour into a baked pie 
shell, chil) and cover with a layer 
whipped, slightly sweetened 
cream. 

Peach Melba: Peel large, >er- 
fect ripe peaches, cut tn half-and 
remove pits. Drop into a syrup 
made by cooking 1-2 cup sugar 
with 1-2 cup water for 5 minutes. 
Let stand in the hot syrup until 
the syrup is cold. Cut rounds of 
ulf 
a peach oi: each—cut side up. 
Fill with ripe berries and serve 
with slightly sweetened cream. 


Graham - Applesauce Pudding: 
Roll graham crackers to make 3 
cups of crumbs. Mix the crumbs 
with 1-2 cup melted margarine, 2 
tablespoons sugar, 1 tablespoon 
lemon juice and 1-4 eup finely 
chopped salted peanuts. Spread 
half the mixture in a greased 
square baking pan, cover with 2 
cups thick applesauce made from 
tart green apples and slightly 
sweetened... Cover with the rest 


| of the crumb mixture and bake tn 
'a moderate oven for 35 minutes. 


Serve cold with thin cream or cus- 
tard sauce. 

Melon Ball Cocktail: Mix 1-3 
cup sugar with 1-2 cup water and 
1-4 cup chopped mint leaves. Sim- 
mer for 10 minutes, then cool. 
Strain, and add the juice of 1 
lemon and 1 small orange. Chill 
and pour over cubes or small balls 
cut from cantaloupe, watermeion 
or honeydews. Makes enough 
syrup for 6 fruit cocktails, 


— 
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Compare it 
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RICHNESS 


BLUE RIDGE 
COFFEE 
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Now while fresh vegetables are available from 
garden and market, can some or put some away 


in salt brine with Morton’s Salt. 


brands. Now that thousands of home 
canners are going into action to win 
the fight on the vital food front, we'd 
like to help them too. 

We’ve prepared an interesting little 
booklet on home canning and brining 
of vegetables. It may have some 
recipes and ideas that you haven't 
seen. We'd like to send you a copy. 

Don’t let this fresh vegetable sea- 
son go by without doing something 
about your future food needs. Salt 
some away. See your grocer for 
home canning and brining supplies. 


How thankful you'll be this winter 
for the home canned vegetables you 
had the foresight to “put up” now. 
All that good eating and good: nu- 
trition ready and waiting—and no 
ration points needed to get it! 
Have no qualms about being able 
to do the canning. If you’ve been 
ae meals you'll have no trou- 
le at all putting up a healthy array 
of fine looking canned vegetables. 
Morton’s Salt has helped preserve 
the garden-fresh flavor of vegetables 
for some of America’s most famous 


When it rains it pours 


bonated drink made with 
Moore's delicious gquard- 
ed-quality Ice Cream is 
a most refreshing bey- 
erage. 


Spgg” jy 


Moore’s Ice Cream is a truly wholesome dairy food, 
rich in minerals and vitamins for strength and 
body-builditg nourishment. Get your favorite 
flavor at your dealers. 


FREE —“Salt some away.” Brined 
beans, old fashioned salt corn, a 
special sauerkraut recipe—you'll 
find these and other new ideas in 
this interesting little booklet. 
W ondeRice is wonderful Write, Morton Salt Company, 
Chicago for your copy. 
To serve on meatless days; 
Buy the blue and yellow box 


\ And win your family’s praise. 


§#%—The Atlanta Constitution 
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Steel Articles for Civilians Forecast in Fall 


WASHINGTON, Aug. 19.—(4)— 
Bed springs, kitchen ware, fur- 
naces, safety pins and other goods 
for civilians will be produced in 
expanded volume in the last quar- 
ter of this year. 

Underscoring a generally im- 
proved supply picture for the 
home front, an official of the War 
Production Board predicted today 
that output of civilian goods re- 
quiring steel would get another 
boost in the first three months of 
next year. 

In his radio speech last Mon- 
day, War Mobilization Director 
James F. Byrnes announced that 
niilitary needs were being resur- 
veyed with the aim of increasing 
production of civilian needs. 

Whether washing machines, 
electric irons and_ refrigerators 
“A al be restored to limited produc- 


tion is still in question. One offi- 

consideration, but the go-ahead 

was not expected before next year. 
Laundry Equipment Seen. 


Household washing machines 
ar.d electric irons also are in the 
picture because of the extreme 
shortage of laundry services in 
many war-crowded cities. If man- 
ufactured, their distribution may 
be controlled to insure that sev- 
eral families in each apartment 
building or war housing project 
use each machine. 


Electric household refrigerators, 
not built since early last year, are 
getting increased attention in view 
of ice shortages this summer, the 
curtailment of ice delivery routes, 
and the need to prevent food spoil- 
age. 

Out of the 125,000-ton civilian 


steel allocation set for next quar- 
cial said these items were getting |ter—an increase of 25 per cent 
over the allotment for the current 
three months—WPB will author- 
into 
in these propor- 


ize the processing of steel 
civilian goods 
tions: 

List of Civilian Goods. 


Kitchen utensils and household 


goods, 20,000 tons. 
Bed springs, 12,500 tons. 
Cooking stoves, 9,000 tons. 
Warm air 
ment, 17,000 tons. 
Hot water heaters, 20,000 tons. 
Hooks, eyes and similar items, 
8,400 tons. 


Heating stoves, 10,000 tons. 

Pins, safety pins and needles, 
427 tons. 

WPB also is preparing to issue 
a directive intended to guarantee 
that civilians actually get the 


distributing equip- 


things. In the past, it has some- 
times set. production quotas for 
civilians, Only to see the armed 
services or government export 
agencies step in and buy the whole 
supply. 

The directive will require man- 
ufacturers to deliver a specified 
volume of goods into civilian 
channels and will forbid them to 
sell any earmarked items to gov- 
ernment agencies, except in an 
emergency. 


V 
Teacher Shortage Hits 
Colquitt Rural Schools 


MOULTRIE, Ga., Aug. 19.—(/P) 
Several rural schools in Colquitt 
county may have to discontinue 
classes unless teacher vacancies 
are filled by mid-September, says 


Superintendent L. O. Rogers. 
Colquitt county, which normally 
employes 125 white teachers, is 
5 30 short of the number needed in 
19 rural schools, Rogers reported. 


with these foods... 


NUTRITION, get to know 


3 


these foods by groups. 


FOR HEALTH—Eat Some Food From 
Each Group—Every Day! 


NEW CROP WHITE 


POTATOES 


19° 


FIRM RIPE SLICING 


Beans 2 
Peas 2 


FLORIDA AVOCADO 


Pears 


GEORGIA BELL 


Tomatoes 2 


-KENTUCKY WONDER POLE 


us. 19° 


FRESH GREEN ENGLISH 


ae 25° 
wr 10° 


BEEF" 
beef in our Markets! 


HEAD AND FEET OFF 


e 
(Points) 
CROSSCUT SHOULDER, AA OR 


4)Lamb 


SHOULDER BLADE VEAL 


A 


Peppers 310° 


POTATOES 
3 Lbs. 2 5 


FULL DRESSED AND DRAWN 


FRYERS 


212 Lbs. and Up . .. 
Under 212 Lbs. .. .. 


Lb. DSe 


Pure 


57c 
58c 


GRADE 


Grade B 


SUPER 
MARKETS 


am =DOG FOOD 


Tomatoes 
V.8 Cocktail (Pt. Value 4) 46-Oz. Can 295° 


TODAY, MORE THAN EVER, MAKE 
A&P Your NUTRITION Headquarters! 


For a stronger Nation, your Government urges you to eat some 
food fram each of the SEVEN BASIC FOOD GROUPS every day. 
And A&P Super Markets are especially well-suited to supply you 
', at a saving! Here is the chart, as prepared 
by the Nutrition and Food Conservation Branch, Food Distribution 


Administration, U. S. Department of Agriculture. FOR GOOD 


/N ADDITION TO THE BASIC 7.. 
EAT ANY OTHER FOODS YOU WANT 


JANE PARKER 


Fruit Buns «> 17° 


MARVEL-—BOSTON BROWN . 


Brea 


LABAM’ GIRL 


| MIXED PICKLES 
SHORTENING ... rac L9e 


IODIZED OR FREE RUNNING 


MORTON’S SALT 2-02. rks. 


A-PENN WINDOW 


CLEANER ..... .#0z.some 10¢ 


FOR CLEANING 
DAILY KIBBLED 


ASSORTED 


KREMEL 


BORAXO 
DOG BISCUITS . 


Intrastate 
"Phone Rates 
Cause Protest 


Contending that the differential 
between interstate and intrastate 
long .distance telephone rates is 
permitting the same situation to 
be created in telephone rates as 
now exists with *espect to inter- 
territorial freight rates, Walter R. 
McDonald, chairrnan of the Geor- 
gia Public Service Commission, 
yesterday demanded that intra- 
state rates be made the same as 
interstate rates. 

Failure of conferences between 
the Southern Bell Telephone & 
Telegraph Company to equalize 
the rates will be met with early 
assignment of a hearing on a rule 
nisi, issued last November by the 
commission, calling on the com- 
pany to show cause why the intra- 
state rates should not be reduced, 
McDonald added, 

Asserting that Southern Bell’s 
share in toll business interchanged 
with long lines will represent a 
gross increase of $7,000,000 for the 
year, more than double 1942 rev- 
enue from the same source, he 
said it will enable the company 
to earn 9.619 per cent before pay- 
ment’of excess profits taxes and 
6.405 per cent after payment of 
the excess’ profits tax. T] return 
is based on a study made by the 
nine state public service commis- 
sions served by the company, and 
is figured on the company’s aver- 
age net depreciated book invest- 
ment, he added. 

Citing that “this more favor- 
able and equitable division of leng- 
distance telephone rates on busi- 
ness interchanged by the South- 
ern Bell and its parent company, 


d s e@ 1-Lb. Loaf 15° 
22-OZ, 


SWEET 
-. 20e 


(Point Value 4) 


7c 
ve eae se sBOLCAN 13E 
5-18. PKG 39C 
4c 
9c 


a: 6 6 2 oD © Os PKG 


8-OZ. PKG. 


Val. 


WHITE HOUSE 
(Point Value |) 


DURKEE 
(Pt. Value 


S&S BRAND 


HALVES 


lona Peaches «: 
Evap. Mil 
Margarine 
Lard jue 


g | 


(Pt. Value 18) 


No. 22 
Can 


23) 21° 

4 s&s. 35° 
1-Lb. Cth. 22° | 
4-Lb. Ctn. 12° 
acm 11° 


4) 


New York High Court 


New York must elect a lieutenant 
governor in November, the state’s 


tions. 
peals affirmed unanimously the 


ruling of two 
which upheld 


the American Telephone & Tele- 
graph Company, was accomplished 
by the intervention of southeast- 
ern state commissions in a re- 
cent rate investigation by the fed- 
eral communications commission, 
McDonald said the hearing result- 
ed in a reduction of more than 
$50,000,000 in American company 
revenues, of which it was esti- 
mated that $10,500,000 was paid to 
associated companies, including 
the Southern Bell organization. 
“In other words, we are per- 
mitting exactly the same situa- 
tion to be created even on a more 
restricted basis than now exists 
with respect to  interterritorial 
freight rates,” McDonald said. 
“A telephone user today actual- 
ly pays a higher charge to talk 
from Atlanta to Rossville than to 
talk to Chattanooga or from At- 
lanta to Augusta, Ga., than it 
would cost to talk to Aiken, S. C., 
and likewise, a higher charge to 
talk to Waycross from Atlanta 
than he would pay to talk from 
Atlanta to nny mwakdenen Fla.” 


Federal Jury Box 
Ordered Revised 


An order issued by Federal 
Judges E. Marvin Underwood and 


Heating, Cooking Stove 


Rationing Starts Tuesday | 


WASHINGTON, Aug. 19.—() 
Nation-wide rationing of new do- 
mestic heating and cooking stoves 
which our coal, wood, oil or gas 
will begin August 24, the Office of 


Price Administration announced 
today. 
The program will supplant the 


GA. FEED & GRO. 


-—SERVING ATLANTA 27 YEARS— 
267 Peters St. MA, 5600 
48 LBS. 
Polka- Dot Flour. ‘. . $2.50 
48 LBS 


Milky Way Flour $2.25 


1 BU. WHITE WATER 


Ground Meal... . .$2.25 
8 LBS * 


Pure Lard Carton $1.40 
100 LBS. 

Hog Feed ..... 
100 LBS, PURE 
Wheat Shorts .. 
100 LBS. 

Laying Mash . 

100 LBS. 
Growing Mash . .$3.75 
100 LBS. 


Chicken Feed ...$3.10 
Octagon Soap Bar . .Se 
Octagon Powder Box 5: 5c 


PALMOLIVE 


.$3.25 
$2.90 
. .$3.60 


present rationing of coal and; DEMAND AND PRICES. 

wood heating stoves in 32 states ATHENS, Ga., Aug. 19.—Corn. 

and the District of Columbia. sumer income and domestic de. 
Consumers wanting to obtain a| mand for farm products will con- 


rationed stove must obtain a cer-/ tinue to rise during the last haif 
tificate from their War Price and! of 1943, but at a slower rate than 
Rationing Board, OPA said, and} during the first half of the year, 
dealers are required to secure the | the Bureau of Agricultural Eco- 
coupon from purchasers stexting | nomen predicts. Civilian employ- 
August 24. ment is not expected to increase. 


BUEHLER BROS. 


90 BROAD 855 GORDON 
ST., S. W. ST., S. W. 


Robert L. Russell directing the 
revision of the federal jury box 
was disclosed yesterday by Fred 
L. Beers, clerk of federal court, 
under whose superwision the re- 
vision will be made. 

The box, which has not been 
revised since 1936, will contain 
names of men residing in Clayton, 
Cobb, DeKalb, Douglas, Fulton, 
Gwinnett, Henry and Newton 
counties, and must be completely 
revised in time to empanel both 
traverse and grand juries for the 
October term of court. 

Ordinarily this division would | 
embrace 13 counties. However, 
due to transportation difficulties 
only veniremen from _ counties 
within a radius of 50 miles of At- 
lanta will be selected. 

Vv 


Decides for Election 
ALBANY, N. Y., Aug. 19—(?)— 


highest court ruled tonight in a 
decision having national implica- 
The seven-member court of ap- 


lower tribunals 
the Democratic 


4-LB. CARTON 


PURE HOG 
LARD 


172° 


BAILEY’S 
SUPREME 


COFFEE 


~ 29° 


KRAFT’S 
PARKAY 


f 25° 


FRESH TENDER 


SMOKED FANCY GRADE 
WHOLE A SLICED 


HAMS | BACON 


35° |F41°¢ 
"SPARE RIBS 22. 
O“Bacon 37° 
B’’ROAST 23° 

n 22° 

7, 32°. - BEEF CHUCK 


ROAST 
BO bacon exos 29°| ROAST 
IF, LULIANNES a4 


LIVER 
wd s 


SMOKED STRIP 
Il GOES TWICE AS FAR AS STRAIGHT COFFEE 


BACON 


5-LB. BOX WHITE'S 


Libby’s, Borden’s,. Pet or 


Carnation Milk 


1 POINT PER CAN 


TALL 26° 


CANS 
Stokely’s 


WHOLE BEETS 


10 POINTS 


NO. 2 12° 


CAN 
‘Pickled 


HOG FEET 


3 POINTS 


14-OZ. 20° 


JAR 
Maybelle 
Oleomargarine 


4 POINTS 


is 72° 


Grapefruit 


JUICE 


2 POINTS 


2 NO. 3 CANS 25° 


—— s 


LIVER LOAF 


2 POINTS 


12-OZ. 29° 


CAN 


TOMATOES 
25° 


2 NO. 2 CANS 
FOR 


STRING BEANS 


11 POINTS 


Fresh Fruits and Vegetables 


BUTTER BEANS 
STRING BEANS 
FRESH CORN. 
POLE BEANS 
CARROTS — cAtrrornta Fancy. 
LEMONS 
TOMATOES .. 


GEORGIA 
GEORGIA 

GEORGIA 
GEORGIA 

4 2 suncuzs 

LARGE SUNKIST 

FIRM, FANOY 


SLICING LB. 


CHOICE WESTERN MEATS 


BREAKFAST BACON | .cuunx crave 4. 
VEAL ROUND STEAK... .o®40r4.. 
HAMBURGER 

PIG LIVER 


SPECIALS NOT RATIONED 


1 33¢ 


Carey’s 


SALT 


Arm & Hammer 


S ODA REGULAR 


5c BOX 
Regular 5c Box 


MATCHES 


Fresh Cucumber 


DILL PICKLES 


White House 


APPLE JUICE 


Argo 


STARCH 


Clo-White 


BLEACHING 


PAPER NAPKINS 3 ‘ror 
OLD DUTCH CLEANSER 2 cans 13° 
COFFEE ROUND THE CLOCK ,, 211-° 
Maxwell House COFFEE i:2 29° 


BAG 
California 


114-LB. 
LIMIT 3 BOX 


LIMIT 5 3° 
3 ron 10° 
= as 

sty 10" 
3 ron 10° 


FULL QUART 10° 


BOTTLE 
PKGS. 25° 


REGULAR 
5c BOX 


PACIFIC SMALL 
EARLY JUNE 


(Pt. Value 18: 


14° 
= No. 2 Can 
BLUE BONNET Cc 
SALTINES gy ~ bb. Pkg. 1 7 
Cc 
- - 1-Lb. Pkg. 1 g 


TOILET 
TISSUE 


KNOX 


(6) ROAST «. 25c 


(6) VEAL »-28c 
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FRESH FISH 


“DRESSED VIRGINIA 


PAN TROUT 


VIRGINIA REDPFIN 


CROAKERS 


22c 
28c 


state committee’s contention that 
a successor to the late Thomas W. 
Wallace, Schenectady Republican, 
must be chosen at thé November 
2 polls. Wallace died last month. 


am a ee ee 


NO. 2 10° 
WHEATIE 


Sunshine 


HI-HO CRACKERS 
FULL FOUND 4Qq 


= NMOLNE 
SUPER 


oS SUDS 


BLACK-EYE PEAS *° °°” 12. 10° 
ee 1 1° NEXT WEEK IS 


NATIONAL WHEATIES WEEK 
Blue Plate 


MAYONNAISE 


16-OZ. JAR 


29° 


McCORMICK’S 
BEE BRAND 


INSECT SPRAY 
6-OZ. 10° 


CAN 


GOOD? 
Pil Say It Is! 
DUKE’S MAYONNAISE 


From the kitchen of a gentle- 
woman long famed for the ex- 
cellence of her family table... 
came the prized recipes which 
underwrite the delicious, un- 
matched flavor of Mrs. Duke’s 
Mayonnaise and Relish prepara- 
tions! Favorite of Southern 
housewives for more than a gen- 
eration, it is a ready answer to 
the customer who demands the 
best! 


LUZIANNE 


794 Marietta St. 968 Gordon St. 25 Memorial Or. 


Peas 
Crackers 
Nabisco cucu 
Scot Tissue 

I oor emcee Fruit Jars 28h wars. 


cLAPP’S ~~» 8 | Ballards “2.3% &. 36°: 69° 
| SOAP OCTAGON TOILET SOAP KITCHEN 
OCTAGON | POWDER | OCTAGON | KLENZER 
14° 2 Qo 13-Oz. ho 


WQS}. HH} 
N WHITE LILY 


ENRICHED SELF-RISING 


BREAKFAST FOOD 
OF CHAMPIONS 


— —— _— 


NU-WAY 
MARKET 


100 SO. es ap ST. 


NEXT 


PURE 
4-LB. 


LARD ~~ 69° 
VEAL 
STEAK .........25c 1. 


CUTLETS ...:.. .49c 12. 
CHOPS ........ .35c12. 


Bailey’s Supreme 


COFFEE 
1-Lb. Bag DOC 


Tip Top 
FLOUR 
-) 


25 $4.45 


LBS 


uw. 25ce 
is. L3c 


a 


STRAINED FOODS (Pt. Val, 1) 


CLAPP’S «= 7° 


CHOPPED FOODS (Pt. Val, 3) 
VEGETABLE SOUP, CHICKEN SOUP 


BARS 


20c 


’O SILVES 


TORE 


SM. 
0-Lb. 942¢ 


3 LG. 


CTAGON 44- 
2 SM. 


SOAP "se. 


‘OCTAGON 2: 
Toilet Soap ¢. 


OCTAGON ‘s: 7s 
)\POWDER *,." = 


OCTAGON: -o FOR 
CLEANSER 9c 


OCTAGON 9c 
GRANULATED 


Large 
Cakes 


Large 
Pkgs. 


CLUB STEAK ... " 
ROUND STEAK. .45c ts. 


MUTTON SALE 


Loin Roast Legs 
Chops —— 
17}c™ |22c™ |\5 as 


29¢ «=. <= 
23° || 


FRESH 
act 
BACON 


SPARERIBS 
ENDS VAL 


Hormel’s 
Sliced es 


de 


N 
\ 
N 
N 
\ 


\ 


ey YOU CAN DRINK ALt THE yoy YOU WANT! 


“Second cups” are in vogue again—so enjo 
them to the utmost by changing to really fres 
A&P Coffee. It is sold in the flavor-sealed bean 
—then when you buy, it’s Custom Ground to 


2»: 41° 


~~ 
2 vw: 47° 
2». 51° 


8-OZ. JAR 


17° 


GOES 
TWICE 
AS FAR AS 
STRAIGHT 
COFFEE 


Minn, 


SLICED 
BACON 


38°. 


Use Halt as Much/ 


LUZLANNE 


Delicious, wholesome, 
nourishing. Crisp, 
olden-brown wheat 
Rakes atathrifty price. 
Sold and guaranteed 
by A&P. A grand 
breakfast treat. 


CIGARETTES 


RALEIGH 


Ask us how 

cigarettes wi send FREE 

cigarettes to our fighters 
overseas. 


$1.54 


NATIONAL WHEATIES 
WEEK 


WHEATIES 
8-Oz. 1 is 


bese 


A aa 


our purchase oj 


RICH AND FULL-BODIED 


RED CIRCLE 


VIGOROUS AND WINEY 


BOKAR 


Wilts iitiees 


4 


QQ EEE 


em em 


SABOTEUR CASE 


WASHINGTON, 
John C 
(;uardsman 
alarm 
Nazi 
b> 


| 
eacn 


who 


June 13, 


1942, 


Aug. 


sounded 


Navy announced today. 


REWARD, ‘ 
19.—(A?’) 
Cullen, 22-year-old Coast 
1e | 

which led to capture of! 
saboteurs on a Long Island| 
has been 
awarded the Legion of Merit, the 


NAMPA’S 


BEST 


FLOUR 


IN ALL SIZES 


REABY FOR DELIVERY 


FULTON FEED & 


GROCERY CO. 
WAinut 9827 


General Howell 
And Ramspeck 
Inspect Depot 


Congressman Robert Ramspeck 
and Brigadier General Clark 
| Howell, president and publisher 
‘of The Constitution, yesterday 


lanta Army Service Forces De- 
pot near Conley, Ga. 

They were conducted on their 
whirlwind inspection tour by 


Colonel J. W. G. Stephens, com- 


manding~ officer and formerly 
chief of all depot operations in 
the Quartermaster General’s of- 
fice at Washington. 

The visitors were shown many 


of the thousands of supply items 


fronts and posts, camps and sta- 
tions in the Fourth Service Com- 
mand. ; 
Vv 
To give employment and to get 
employment .. . A Want Ad in 
The Constitution squally effective 


in both cases. 


eet 


JOLLY GOOD 


Capi 


FREE! MOVIE MONEY IN EACH BAG! 


‘fola FLOUR 


The FREE Movie Money—good on admission to 50 
theaters in Greater Atianta—is packed in each bag 
of CAPITOLA FLOUR. 


STOKELY’S FINEST 


Cranberry Sauce 


POST’S—CRISPY FLAKES AND TASTY RAISINS 


Raisin Bran 


TENDER, EARLY JUNE 


Newport Peas 


READY-TO-SERVE 


Derby Tamales 
Peanut Butter 


CAMPBELL’S 20-OZ. 


PICKLES 


ALABAMA QUART 1 Qe 
GIRL JAR 


12° 
8 Points 


16° 
PKG. 1 2¢ 


16 POINTS 
13° 
2 POINTS 


tax QMS 
27° 


4 Points CAN 


16-OZ, 
CAN 


NO. 2 
CAN 


16-OZ. 
CAN 


ry yr yyy ry err rrr rrr rrrrTrrmrererrjkjT,j,jTjY'TY, ,, ,, 7 7 7 7 7 7 7 7 7 7 7 7 7 77" 
la ee he hhh hh hh hb hh i hh i i i i ie tp heh hd dA 


10-LB. 
BAG 


A Flour Milled for Fine Baking 


MY-T-PURE FLOUR 
| T5° 25-LB $ 1 .65 


GORDON Potato Chips 
Hi-Ho Crackers SUNSHINE 
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150 SHEET 
BOX 


Morton Salt 


In the Serv-A-Tissue Box 


KLEENEX 


TISSUES 


10° 


LARGE 


ance J OS 
2 49° 
15° 


BOXES 
FOR 


on 
|| & 
| COFFEE 


No. 1 Jersey 


& iss 22¢ 
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POTATOES 


Juicy Calif. 


LEMONS 
oz. 3c 


Well-Bleached 


CELERY 
STALK 19c 


LUX FLAKES Reg. 10¢1g.20¢ 


RINSO 
ma LU 


White 
Floating 


SOAP 2 


PA ALL-VEGETABLE 


Dee. 10¢ lg. 25¢ 


SOAP ? Cakes 15¢ 
LIFEBUOY 2 caves 15¢ 


3-Lb. 1-Lb, 
Ja ar 


730 26c 


SHORTENING 


Lg 


a” 6 


Bars 


¢ 


CO a a a a ae ae ——- “~~ 
a 


WL 


Med. 
Bars 


2i¢ 


HOME-MADE 


MAYONNAISE 


REG. U.S.PAT.OFF 


Absolutely Pure and Uncooked 


Duke’s contains no egg whites, mus- 
tard, starch, fillers or untested bils 

. will not run or spoil. It is made 
of fresh egg yolks and other vitamin- 


rich ingredients... 
and delicately seasoned. For more 
energizing Victory salads, use Duke’s. 


MAYONNAISE 


8-Oz. 
Jar 


slowly whipped 


18° 


Look for the Black Label 


‘= «Tt? ?*?**?*"**""*".’"..???*??. .  *...*.. . . + - . - . .* - .* . * .* .* . - TTT, 7 7 - 7 7 7 7 7 7 7 7 7 TC 
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1Much/ 


LUZIANNE Sv 


GOES TWICE AS FAR AS STRAIGHT COFFEE 


paid a “flying visit” to the At-| 


destined for shipment to fighting | | 


Official ..S. Army Signal Corps Photo. 


CONGRESSMAN DRIVES—Congressman Robert Ram- 
speck tested his hand at driving a lift truck yesterday 
when he inspected Atlanta Army Service Forces Depot. 


me ee ee 


2 ARRESTS AT RABAT. 


directors-general of the State Bank 
of Morocco were arrested and im- 
prisoned at Rabat today on order 
of the French Committee of Na- 
tional Liberation for allegedly ex- 


Rabat for transshipment. 


——) 


WN. CRANA/ 


@  WHITEHALL—HUNTER—BROAD 


117 WHITEHALL—102 BROAD 
1-LB. BOX SUNSHINE 12-0Z. BOX 


KRISPY RIC 


CRACKERS 
5° 


18c 


We Recommend 


LUZIANNE 


FOR 


CHEERFUL MELLOW FLAVOR 
AND EXTRA SATISFYING 


; wr ea 
. | > .™~ 
é = i ‘ in? i 


— | 
14-LB. BOX 
McCORMICK’S 


BLACK PEPPER 


QUAKER _20-OZ. PKG. 


OATS 


| porting 1,543 pounds of gold ille- 
ALGIERS, Aug. 19.—(4)—Two! gally to the enemy from North 
Africa last February. An official 
said the gold shipment was des- 
tined for Germany by way of 
Vichy and sent to Portugal from 


LEAVES NO GROUNDS 


Complaint 


‘ 


GWTW Author 
Cannot . Attend 
Ship Ceremony 


Margaret Mitchell, who chris-| 
tened the original USS Atlanta, 
will not be able to attend the twin | 


launching Monday of the destroy- | Savo island last August, it 


ers Thomason and Jordan, named 
for two Georgia naval heroes, and 
made possible by the oversub- 
scription of war bonds by Atlan- 
tans for a new cruiser, she said 
yesterday. 

Miss Mitchell was personally in- 
vited by Rear Admiral Jules. 
James, USN, commandant of the) 


Sandersville Man 
Gets Purple Heart 


Seaman First Class Lester Eu- 


gene Scarborough, son of Mr. and 
Mrs, L. F. Scarborough, of San- 


dersville, 


the Purple Heart in recognition of 


wounds received while in action) 


against the enemy in the battle of | 


was an- 


nounced here yesterday. 
A survivor of the sinking of the 


cruiser USS Vincennes, Scarbor- 
‘ough received the medal at presen- 
tation ceremonies held 


Naval 


at the 
hospital in the Charleston 


Navy yard. 


v 
Tifton Youth Among 29 


‘ pe ar 
Sixth Naval district, to attend the | Listed Missing in Action 
Charles William Mathews, son 

“Previous engagements will pre- | of Mr. and Mrs. Albert Otis Math- 
vent my attending,” Miss Mitchell |ews, of Tifton, was yesterday re- 


launchings at the Charleston (S.) 
C.) Navy yard. | 


told Admiral James. 

John L. Conner, chairman of the 
USS Atlanta campaign commit- 
tee, and Mrs. Conner, were also 
invited by Admiral James, and 
plan to attend. 


| ported 


missing in action by the: 


Navy Department. 


Thirty-eight casualties, 


includ- 


ing seven dead, two wounded and 
29° missing, were included in the 


report. 


was recently sawarded 


Friday, August 20, 1943 The Atlanta Constitution—3 9 


———— —- --. ~~ 7 


MUNICIPAL MARKET 


Ne 209 Edgewood Avenue at Bell and Butler Streets . 
1924 “19 Years of service to the Georgia Farmer” 1943 


Help shorten the Wear with your Dollars and Pennies. Buy more and 
more War Bonds and Stamps. ; 
Buy Fresh Vegetables and Fruits . 


Give the Farmer a Cash Market for His Products. 
FRESH DAILY 
Sweet Potatoes—Corn—Tomatoes 
Meal—String Beans 
Poultry, Live, Dressed, Cut-up. Country 
Meat and Country Butter, Eggs. Native 
and Western Meat Markets, Seafoods, 
Independent Grocers, Super Markets, 
Cafes, Bakeries and Ice Cream. 


Plenty of Free Parking Space! 
“Largest Retail Center for Farm Products in Georgia’ | 


om 


r 
r 
[ 


LITTLE STAR FOOD STORE 


Brings BIG STAR Super Prices 
To Municipal Market Shoppers 


— -_— ———- ee ee eee 


— 


BEFORE VOU EUV ANY COFFEE 
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SECOND 
TRUTHFULLY SAY THERE IS MORE FRESH MEAT IN PIGGLY’S 
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MARKET THIS WEEK-END 


EARLY, IT WON’T LAST LONG! 


U. S. GOOD 


RIB BEEF ROAST. 


U. S. GOOD 


SIRLOIN STEAK... » 37° 


Pure 


HOG LARD 


Ready for the Pan! 


Fresh Dressed! 


18° 


Lb. 


FRYING CHICKENS ». 57s 


Fresh Dressed! 


Grade “A!” 


Ready for the Pan! 


BAKING HENS 


i. §2¢ 


SLICED BACON » 41° 


Kroger’s 


JUMBO SHRIMP 


CORNED BEEF 


PIGGLY’S GIGANTIC CANNING FEATURES 


i. ALS¢ 


KERR OR HOME PAK 


JARS 


NOW IF THERE IS SOME REASON YOU CAN’T CAN 
CHOOSE FROM THESE BLUE POINT STRETCHERS 


White House 


Apple Sauce 


Punch Elberta Halves 


Peaches 


Standard Calif. 


Fruit Cocktail 17-Oz. Can 


Unsweetened 


Grapefruit Juice 18-0: can 


Standard 


Prune Juice 


Embassy 


Marmalade , 2-+b.Ja 


Phillips Early June 


Peas s 2 @ ©€ 8 No. 2 Can 


Doz. 
Qts. 


69° 


13° 
33° 
16° 
12° 
24° 
34° 
12° 


23-Oz. Jar 


29-Oz. Can 


32-Oz. Bottle 


Glass jars, without vac- 
4 uum pack, cannot keep 
pre-ground coffee fresh! 


Demand Kroger’s ‘Hot- 
‘Dated Coffee. Seelit in 
the Bean. Store-Ground 
before your eyes! 


French Brand +. 29¢ 
Spotlight 3.r. ss 59¢ 


THAN HAS BEEN—BUT COME 


ie 27° 


Fresh! 


RED FIN CROAKERS ». 15: 
VA. PAN TROUT » 25° 
34° 


WHITING FILLET 
32° 
ub. 46° 
3 


Lb. 


U. S. Commercial! 


LAMB LEGS... 


U. S. Commercial 


LOIN LAMB CHOPS 


Lb. 


WHITE’S 


CORNFIELD’ Lb. 


HOME-GROWN—FRESH, TENDER 


CORN 3 3=- 10° 


Doz. 


35c 


U. S. No. 1 Dry Yellow 


Onions....d % 22° 


Strained Baby Foods 
Clapp’s 
414-Or1, The 


Can 


Lux Flakes 
; 10° 


Small 
Pkg. 


Margarine 


23° 


rears. «se 
Calif. Sweet Juicy 
For 10° 
Cauliflower .. » 15° 
New Crop Cooking and Baking 
WESSON OIL 
PINT 2Oe 


LB. 


Reg. 
Bar 


7 


Lux Soap 


Swan Soap 
6° 


Regular 
Bar 


Oranges ...-. 
Apples ....2 wu 19° 


Large Calif. Iceberg—60 Size 
Head Lettuce. 11° 
3° 
Large Fancy Green 
Peppers ..i: 3 
SNOWDRIFT 
Gold Medal 
16-Oz. 8° 


Pillsbury’s 
Plain 34° 


Selected Large Fla. Avacado 
i. 10° 
“ QLarge Extra Fancy Heads 
3-LB.JAR 67c 
Pkg. 


5 LBS. 


(GEE, THAT'S woneeeree') PA, YOU SHOULDN'T} CITY SUCKER 
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Frocks For Tots 

8 te ‘ . | LOOKIANICE JUICY STEAK. 4 WE MUST BUILD UP HIS STRENGTH. § 
/WHEN CHADWICK WON'T YOU TAKE JUST ONE /“4 FOR THE TIME BEING, SEE THAT HE 

FELT SO LOW THAT HE TEENY-WEENY BITE 

COULDN'T EVEN LOOK FOR NURSIE ? 

AT A SODA BISCUIT . 

THEY BROUGHT HIM 

EVERYTHING ON THE 

HOSPITAL MENU — 


2 Ai 
Ww ad (1a a 
ee Oe ee 


\ 
ny = j Ly WA, : - | / BUT I TELL You, PAT, WHO DID IT, YiF I TOLD YOu YES, SHE? AND THAT'S IT, TACK THE 
FE py Bae 241 TMALL RIGHT. I eee | TRACY? WHO} ABOUT HER, THE ONLY WAy I PAPER ON THE BOARD 
ra] | CON'T NEEO A DOCTOR. RAM :|| CAPTURED / BOYS, YOU f CAN MAKE YOU [BB |AND GET MEA CRAYON. 
ons Mi | I JUST PASSED OUT Fm YOU ° WOULDN'T BELIEVE UNDERSTAND |S fea TU SKETCH VOUA p 
: 9 2 Uf IM SORRY. TEA * Thana-ter “i \._ FROM EXHAUSTION. | , ME. SHE'S BEYOND | [=aae\F . 
But NOW THAT HES ON THE. WHAT "AGAIN © BUT AND TOAST IS ALL DOROTHY TEOMMEY, ban ———7 ~~. ' | ON CRIPTION. NEVER FORGET. 


HAD THAT FOR 
ROAD To RECOVERY, ANDAS | “ADE AKFAST YOU'RE ALLOWED. ( — LYNBROOK, NV. Po rT | if 


HUNGRY AS A WOLF~THEY LL AND LUNCH ! —— _—: x BReoaes NS ) : f WA 


ly Be & \ 


\ 


Goma} 
fk ° eo. 


ALL THE FORMS BUT How WE JUST HAVE You were OH, YES= 1 .. 

spaces RRNA SROG a ona IS oc Me @ AND QUESTIONNAIRE CAN YOU TO DO THE BEST A SOLDIER |) SOLDIERED To BACK HOME BACKED 
Bugs Baer Say S: | her aes — aa ee at ° oa |=] § YOU MEAN? OH, ’ FIND TIME WE CAN TILL IN TH LAST ) “MAKE THE Worup(| f US UP FINE=- WELL, 
The Yugoslav cabinet resigned| fix: sb ieciiods oe cs me * & THERE MUST BE TO GET ANY THIS WAR'S OVER! WAR. WERENT SAFE FOR | THIS TIME, 1M ONE 
in London and will move to Cairo. - ae eerie sat i, sR NR ore SOME REASON 'M NOT KICKING YOU, UNCLE DEMOCRACY-- OF THE FOLKS ,~ 
Its home grounds is Belgrade, now 5 nee FOR IT ALL~ Ff MP ABOUT ANYTHING: SPIKE? , BACK vome~ J! 
ae pemO ne pare slightly occupied om WY as he a . | ay, — wf SR ae ' 


en A tp “a 1 

4 by the Germans 74 SOL DANCE THWELL i > 

' If this isa sam-| / For THUAKTHING - 
C 


GOOD 70 EAT ¥ 
: or 
pe) The Yugoslay cab- (AK fr 

By Lillian Mae. : 7 iy inet fell because ys y Va 
Here’s a pert little frock she can wee «6 «tthe ~=Croats want- KIN 
button on herself. To especially eo ee 8 ~6VOICE in the KK : 
Gelight her add the high-riding| : ae s next constitution- ; > > a Vn 
jacket with two hanky pockets. 4 f4 al echo. A \ SE ¥, KS 
Pattern 4501 is attractive in a| @:2°7ees -It’s the diplo- Sie ee NZ 
pretty, tubbable cotton. . . nice,| )/::@m macy of the at ! : 
too, in a wool mixture. You can | }*-¢38 —— > —— at si ~ = 
make the jacket of salvaged fabric. | Ba oa gon to come. ——-~ oY Cy, 4p commas fk wee Dena aia = ae UAN GEE! WOTTA 

Pattern 4501 comes in chilcren’s vee am that i 1 2 — . =a af 4 TH’ FLOOR WITH >) mm 7 HOLE! 
sizes 4, 6, 8, 10. Size 6, frock, takes | COMteN! yer a ip mae \ will “s == .t © pido} TH REST OF TH’ ) 2 < : 
2 yards 35-inch fabric; bolero, 5-8-| Chamois gloves because they wi ; . | 3 »{ FOLKS AND YOU ‘ed NOISELESS 
yard contrast. stretch over brass knuckles. Wt VILA CLE, : , RR Seong . a1 GAN WATCH ME “ 1+} BULLETS, TOO- 

Send 16 cents in coins for this) The Nazi slogan, “Divide and bys Gi, Pp ef FIX TH’ SAFE, } : : Al-\ JEST MAKE A 

> ‘eo : : ’ 7 , v4 ‘ hie haehs . wy * ¢ “3a SS . 

Order Foundation Pattern 4745 a stare’ sane stretched 4. Ny 2 7 UUpslesters: = as \*¥ ' | A a .$ ae 
to help adjust patterns to your patito ; : TR : ‘ ” / 


measurements. Sizes 12 to 20; 30 o.° 
to 50. Pattern, 16 cents. British Torpedo Boats 


Send your order to The Atlanta 
Constitution, Pattern Department, Attack German Convoy 
243 West 17th St., New York, 11,| _LONDON, Aug. 19.—(4)—Four 


New York. British motor torpedo-boats at- 
me tacked a German convoy off the 


" A 
: a Dutch coast early this morning 
French General Koeltz and several escort vessels were 


Killed on Battlefront} slightly damaged in bg a | uae 
ALLIED HEADQUARTERS IN tga the Berlin radio sald to- | ae + : 
: | | FROMBARDIER REAR LAIR TRANS TY 
: ee LOT-EG6 nen ROM BROTHER / 


NORTH AFRICA, Aug. 19.—(#)— . 
Genera] Louis-Marie Koeltz, com- Ese? Pgs i se 5s Ei 33 
cw hee - : eo dl maggie anag said one of the British craft was - “‘@i [HEAD FOR 97/f ra | ra 

orps, has been killed in action,| 2A. | 3/7 ON OUR | 7m mer (113) © ys a 


it was disclosed today. — en ) * 
| —— AUNT HET Aviation Pioneer Wright|Mark Anniversary 
JUST NUTS By ROBERT QUILLEN. Inventing at Age of 72 Of Raid on Dieppe 


WI HOW DOYOU EXPECT eg DAYTON, Ohio, Aug. 19—(4)} LONDON, Aug. 19.—()—The 
1 THE WELLTOGET <4 | Orville Wright, who with his! first full dress rehearsal for the 


brother invented the airplane, dis-| jnvas;j , 

FILLED WrH , invasion of Europe which now ap-} : 

tot vou e VN closed today—his 72d birthday an-/ pears close at hand was staged} § 
A| yp. 


uh PUTA COVER, on “an invention having to do; Canadian and British troops, with | J 
x with aviation. a small sprinkling of Americans, | : 
na _ He told reporters he had noth-| executed their spectacular raid on 

S¥ ing more to say about the project.| pieppe. 


A 
O . a : 
x 


He works daily in his laboratory} J anding on the French coast at fae 
Ke. dawn with strong air and naval}™" 
~~ Orville and Wilbur Wright were) support, the raiders penetrated} * © 
the ce Sihine niete teomn Beiter, several miles inland and fought}. ~ . 
alr Crait, Salling aioit iro “| a bloody battle with German] = : : E DAY, THIS GIRL LOST X YES-THA / _ eo : nanaaees vince 
hawk, N. C., December 17, 1903.) coastal defenders for more than Se en MEMORY — SHE DEORTOUTE. ND MORE IMPORT I WANTED TO THINK OF THESE 
Wilbur died in 1912. nine hours before withdrawing. ers | DIDN'T EVEN RECOGNIZE |-BUT WHY KNOW... THINGS? « 


\%- i ye 


THE SAILOR AND MARINE |DO YOU ASK 


a BACK AT THE BAS , ) pe 
“I get so used to hearin’ Pa talk TODAY’S CROSSWORD P UZZLE 1 1. Very ATTRACTIVE ~ AND. xs " Csamaeia gaye ol rg a HE aden pg Sten 
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Cotton 


New York 
Open 


July 19.38 19.39 
Middiihg spot 20.93». 


NEW 


YORK, Aug 


Range. 


Prev. 
Close 
19.22 
19.80 
19 66 
19.52 
19. 37n 19. JEN | 
n—Nominal. 


Close 
19.92 
9.7 


Cotton futures prices held to an 


unusually narrow 
closing unchanged 
bale lower. 


range today, |! 


to 5 cents a 


Trading continued at a restricted 
level, with hedge selling and liqui- 


Gatio 
ferings. There 


n the principal! 


sources of of- 


was some mill price | 


fixing demand against textile con- 


tracts. 
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New Orleans Range. 


Oc? 
Dec 
March 
~weryd 
Ju 8 
te ddiing spot 20. 07: 


NEW ORLEANS, 


+40 rm 
Vis 


Ci 


Prev 
Close Close 
20.17b 20.19 
20.05 20.07 
19.92b 19.94b 
19.78b 19.79b 
- 19.66b 


Aug. 19.—() | 
futures closed steady, un-| 


changed to 10 cents a bale lower | 
under hedge selling here today. | 
- Vv 


A verage Price. 


NEW ORLEANS, 


Aug. 19.—(/P) 


The average price of middling 15- 
16 inch cotton today at 10 desig- 
meted southern spot markets was 
30 cents a bale lower at 20.28 cents 


@ pound; average for the past 30) 
days 20.65; middling 7-8; num, 


market 
inch average 19.29. 


Atlanta Spot. 


Atlanta spot cotton closed 


Steady; 
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Curb Sales 


NEW YORK, Aug. 
Partia 
York Curb Exchanae: 


STOCKS. 


~ es (In 100s.) Div. High. 
AircAccess ‘se 37% 
Aium Ltd hB8a 94 
AiumCoA 3g 108% 
Am Cyan B 60 4i'2 
Am Gé&E 1.60 27% 
Am Lt&T 1.20 18% 
Am Maracaibo 1 
Am Superpow 
ArkNatGas A 
AtianCFish'.«g 
AtiasCorp war 
BrazTLa&Phiag 
BreezeC 1.209 
Brewst Aero 

Buf N&EP of 
Bunk Hili&S 1 
CalltiteTung .20g 
Carrier Corp 
Cessna Airc 1g 
Cities Service 

Cit Svc pf 

Colon Develop 
ConsStiC ‘29g 
Creole Pet 

€roft Brewing 
Crown C Pet 
CubAtiSug2' ce 
EagiePLd .20g 

E! Bond & Sh 
Eiseda&Sh pfé 
Equity Corp 
Fairchiiad E&AaA 
Fanstee!Met'«e 
HoliCGold h.65 
liliowaP div ct 

int Petro! h1 
Jacobs F L 
LehC&Nn .40g 
LeonardO:!Dev 
Long Is Ltg 
LoursL&E .30g 
Mesab: iron 
MidWCorp.20g 
Mo'lybd “sg 

Monog Pict 

Nat B Hess 

Nat Fue! G 1 11\2 
Nat P&L pf 6 eo 
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So Penn O 1.60 44% 
St Pow4Lt ' 
Star Corp vtc 1 
Sun O71! .10g 47. 
Technicolor 13'9 
Unit C W Stre 1'% 
Unit Gas 3 
Unit L&P A 
Unit L&P of 
US Foil B 30g 
Unit W Pap 
Venezue! P 
WVaC4C ‘ve 
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Total stock sales today, 


year ago, 49,550 shares. 
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Daily Stock Summary. 


(Compiled by The Associated Press) 
30 15 15 60 
wi 


| Net change 
' Thursday 
Wednesday 
| Yeek ago 
Month ago 
Year ago 
| 1944 High 
1942 Low 
| 1942 High 
1942 Low 


W hat Stocks Did. 


Advances 
Declines 
Unchanged 


Tota! 


NEW YORK, Aug. 
Stocks jogged over 
route today and, while a randful 
of favorites did fairly well, many 
leaders finished in the minus col- 
umn. 

| fIrregularity developed after the 
‘opening but dealings dwindled. 
Declines of fractions to a point or 
so were in the majority at the 
close, with steels, utilities, rails 
and air transports more pr less de- 
pressed. Motors, oils and amuse- 
ments attracted support. 

The bond market lingered in a 
narrow trading range again today, 
with activity at the slowest pace 
of the year. 

In the curb, plus marks were 
attached to Humble Oil, Alumi- 
Ltd.; American Gas and 
Technicolor. N. J. Zine was up 2 
points on a restricted turnover. 
In the losing division were Amer- 
ican Cyanamid “B,” Creole Petro- 
leum, Cuban Atlantic Sugar and 
Aluminum of America. The ag- 
gregate here was 134,920 shares, 
‘versus 114,130 yesterday. 


NEW YORK, Aue. “en ~—Following is @ 
partial tabulation of today’s stock trans- 
|actions on the New York Stock Ex- 
change: 

' STOCKS. 
Net 
| Sales (in Hds.) Div. High.Low. Close. Chg. 


4 Adams E .15g 10% 
Air Reduc la 43% 
1 Alaska Jun 5% 
3 Alleg L S 1.05g 26% 

Al C&Dye 6 153 
Allied St .60 

Allis Ch M %g 38% 
Am Ajirl 1'%e 687% 
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an uneven 


& 2 
A&FPSEpf3.32k 80 
A&FPS7pf3.32k 80 
Am&FP 2 pf 20% 
Am Locom 13 
Am Metal 1. 22's 
AmR&SS.30g 


Anac Cop i1\29¢ 
Arm 
Armst Ck %4g 
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3 Atl Refin .55¢ 
5 Atias Corp ‘2g 
11 Avia Corp .10g 
6 Baid L ct %@Q 
10 Balt&Ohio 

13 Balt&O pf 

7 Barnsd Oi! .60 
6 Bath Ir W 3g 

5 Ben Aviat 1'2q 
7 Beth Sti 40 ‘ 
11 Blaw Knox .20g 8% 
6 Boeing A 1g Y 
13 Borden Co .90g 2 


134, 908 . Oe 


Chicago Grain. 


WHEAT: 
Sent 
47 1 
148% 1 
1.4654 1 


70% 
6974 
69S 


99%. 
01% 1 
04 1. 


Hich Low 
1.45%. 1.445% 
46% 
48 

45" 


70% 
69» 
68" s 


R's 
n0'% 1 ‘00%, 
02% 1.03% 
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JACKSON 


Tel. WA 5493 


RICHARDSON 


Certitied Public Accountants 
*422-24 C. & S. Natl 


& CO. 


Bk Bidg 
Atlanta. Ga 
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2 Calif Pack 14 
18 Canad Pacific / 
2 CannonMilis2 43% 
2 Case JI Co 3g 111 
2 CaterpilTrac 2 
2 CelaneseC ig 
7 Ches & Ohio 3 
3 ChiGW pf2'2k 
18 ChrysierC 2\49 
7 ClimaxM 1.20a 
3 CluettPbdy ig 
2 Coca-Cola 8 
80 Coca-ColaA 3 
4 Colgate-P-P Ve 
31 Colum G&El 
2 Com! Credit 3 
8 Com! Inv Tr 3 
28 Com/!Sivts .30¢ 
30 Comw & So 
4 Comw4&sS pf3k 
30 ComwEd 1.05¢ 
3 ConsCoppermin 
16 ConsEdis 1.60 
4 ConsolFilmind 
2 ConsFi pf'’ek 
32 Cont Bak ‘29 
12 Cont Can ‘%Q 
28 Cont Mtrs .30g 
6 Cont Oil Del 1 
8 Crane Co ile 
2 CrucibleSt! 2e 
7 CubAmS8ug Me 
3 Cudahy Pack 
20 Curtis Publishg 
95 Curtiss-Wr ie 
22 Deere&Co 19 
1 Del & Hudson 
9 DelLack&West 
11 DetroitEd .90g 
3 O0C-Seag h2.22 
7 DomeM h1.20¢9 
6 DouglasAirc 5e 
3 duPt deN 3g 1487, 
3 Eastern Air Lo 37% 
1 Eastmank 5 162 
9 E! Auto-L ‘29g 35'% 
5 Elec Boat ‘oq 10% 
16 Eng Pub Svce 7 
3 Erie RR ‘29 
21 ErieRR ct ‘og 
3 FidPFing 1.60a 
19 FireT&R 109 
3 Flintkote ‘2@ 
47 GenElec 1.40 
38.67 GenFds 120 
10 GMills5% pfs 


Ve 


12% 


34 
GoodT&Ri'2g 
GreyhdCrp 1 
GulfOil 1 
Homestk Min 
Houston Oil 
iit Central 


27 


“THIS IS MY OWN, MY NATIVE LAND!” 


DARGAN, WHITINGTON & CONNER, Inc. 


es twe years ago, 
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, | ATLANTA 


' Cincinnati 
| Baltimore 


Stock Exchange 


2 inspCCop %49 11 
21 Interlkiron Vee 8 
68 4 


4 John-Man 1Vaeg 
5 Jon&L Stl 


18 LibMcNAL. 459 
5 Lig&MyB 3 
1 LiquidCarb 1a 
26 LockheedAig 
4 Loew’'sInc2a 
1 LorillardP ‘eg 
2 MackTrucksig 
17 MacyRH 2 
16 MarineMid.16g 
14 MarshField .80 
5 McKess&R i 
3 MiamiCop “J 
11 Mid- "CONtP. 4G 
31 Montgomw 2 
1 MurrayCpni4g 
48 Nash-Kel ‘4g 
60 NC&StlL ig 
5 NatAcme it\eg 
5 NatBis 1.20 21 
5 NatCashReg 1 
16 NatOProd .80 
1 NatDepsS '2 
10 NatDist 2 
1 NatEn&S%g 
6 NatGypsum'4e 
34 Nat Lead ‘2 
25 NatPowaéL 
3 NatStee!l 3 
2 NatSupply 
2 NehiCorp %g 
28 NewmtM.40g 
33 Newptind .40g 
25 NYCenRRi'eg 
4 NYC4&SItL of 
2 NYShipiveg 
1.30 Norf&West10 
6 NAmAviat ‘te 
18 NAmCo.9'ef 
8 NorthPac 1g 
13 OhioOil Vg 
6 PacG4&E 2 
3 PacTinCons 
30 PackMot .10g 
7 PanAmAir ‘te 
10 ParPict 1.20 
1 ParkUtahConM 
8 ParkeDav.90g 
3 PatinoMine#2g 
4 PenneyJC3 
3 PennCentAir 
16 PennRR ig 
5 Pepsi-Cola ‘2g 
7 PhelpsD 1.60 
12 PhilipMorris3a 
11 PhillipsPet 2 
3 PressedStiC%4g 
5 Procter&4G 2 
14 Pullman 1'eg 
7 Pure Oil Vee 
28 RCA .20g 
7 Radio-Keith-O 
5 RemRand ig 
15 RepubSteel ‘2g 
1 RevereCop&Br 
12 ReynidsTB1.40 
1.20 SafeSt5% pf5 113'% 
2 SavageA “gq 8'4 
4 SchenleyDi1\2g 
36 SeabAirLine 
16 SearsRoebuck3 
2 Servel tnc 1 
8 ShellUnNOil .40g 
2 SimmonsCol4g 
32 SinclairOil ‘4 
15 Socony-V “% 
112 Sou Pacific 1e 
6 Sou Ry 29 
2 SouRy pf3%q 
5 SparksWith'4g 
3 SperryCorp%g 
86 Spiegel inc 
67 StdBrands .10g 
1 Std G&E S$4pfr 
1 StdG&ESEpr pt 
2 StdG&ES7pr pf 
17 StdOi!lCal 1.35q 
16 StdOilind 1a 
29 StdOiINJ 1a 
3 Stone@W, Me 
47 StudebkrC “ag 
6 SunshineMg'4g 
4 Swift&éCo 1,20a 
24 TexasCo 2 5 
13 TexGSul 2 
13 TexPLTr .10e 
97 TidWAOil .60 
1 Tim-DAx 1%g 
1 TimRBr t'eg 
&§ Transam ‘2 
1Tr&Ww Ajr 
55 TwC-Fox ig 
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12 UnCarb 2g 
6 UnPacif 6 
18 UnAirLin A 
12 UnitAircr 14 
128 Unit Corp 
7 Unit Drug 
4 UnitFruit 1%g 
1 USGypsum 2 
21 USRub Veg 
37 USStee! 39 
6 VanCorp ‘2g 
11 WalwthCo .30g 
13 WarBros Pict 
4 WestUnTe!l ig 
5 WestAirBr ‘Mg 
7 WestE4M 3g 
1 WheelSt!l ‘eg 
6 WhiteMtr ‘eg 
9 Will-Overid 
1 Will-Over 


62 YellTr&c 

9 Yng S&T i'2g 

2 ZenRadio ig 

Total today, 468,727; previous day, 560,- 
191; week ago, 454,088; year ago, 305, a 
388,590; January 1 
date, 207,544,622; year ago, 64,958, 907; 
two years ago, 89,695,292. 


iiss 
Bank Clearings. 


NEW YORK, Aug. 19.—Bank clearings 
in the week ended Wednesday increased 
compared with the previous week and 
the like 1942 period, Dun & Bradstreet, 
Inc... reported today. 


hie mae og - 
rise of $52 


— Ree em 


23 cities 


in leading 
226,000 from 


the preceding | 


Va 
% | cent from $i, 321,737,000 last year and a) 


rise of 28,226,000 from the preceding 


week. 
Important advances over 1942 included, 
45.4 er cent; Minneapolis, 
27. New ‘Orleans, 26.2; 
Dallas. 19.4, and San Fran- 


$5 


38.8; Omaha, 
Chicago, ee 


V_"| Cisco, 


ed at leading cities, showing per- 


? | centage changes from last year and other 


follow: 
Week Aug. 18. 1943 Per canny 
ser omitted) oF 


| details, 


Boston 
Philadelphia 
Buffalo 
Pittsburgh 
Cleveland 


—— 


Richmond 
New Orleans 
Chicago 
Detroit 

St. Louis 
Louisville 
Minneapolis 
Kansas City 
Omaha 
Denver 

Dallas 
Houston 

San Francisco 
Portland, Ore. 
Seattle 


Total 
New York 
Total all 
Average daily: 
August (to date) 
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$3,854,258 
$4,470,824 
$8,335,082 


$1,362,910 
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| Sons, 
-and manufacturing chemists. 


| laries, 
| sylvania motor oils and lubricants, 


tums, 
and manufacture 


m4 ‘sary with 


| short period. 
18, I. A. he was employed by the 


Faces facts 
ant Figures 


Sy PRESS HUDDLESTON. 


J. F. KOELLISCH. 


| ° a . s 
ADVERTISING MANAGER, 
——J. F. Koellisch, former adver- 
tising agency account executive 
_and trade journal editor, has been 


'named advertising and sales pro- 
motion manager of L. Sonneborn 
Inc., New York, oil refiners 


The corporation and its subsid- 
which refine Amalie Penn- 


white mineral oils and petrola- 
textile oils and chemicals 
paints, water- 
proofing and floor treatment spe- 


| cialties and other products, are 


‘currently serving many war in- 
dustries as well as essential civil- 
ian _requirements. Charles W. 
Hoyt Company, Inc., is the agency. 


” ” * . 


ON WAR LABOR BOARD. 


|—— James Tanham, vice president 
‘of the Texas Company, was re- 
cently appointed as a member of 
the War Labor Board, represent- 
‘ing industry. 
| industria] and public relations for 
ithe Texas Company, and started 
‘with the company 24 years ago 
as a. stenographer 
,| York office. 


He is in charge of 


in the New 


ATLANTA MAN HONORED. 


——Chester W. Seeley, engineer 
of the Factory Insurance Associa- 
tion of Hartford, Conn., who lives 
at 332 Sixth street, Atlanta, cele- 
| brated his twenty-fifth anniver- 
the association on 
July 22. 

A native.of Boston, Mass., Mr. 
Seeley received his early school- 
ing in the public schools of New 
Haven, Conn., and also attended 
Johns Hopkins University for a 
Before joining the 


'Southern New England Telephone 
'Company. In 1918 he became a 


'member of the F. I. A. inspection 
‘field force, traveling out of At- 
'lanta, Ga 
| years of service, the F. I. A. pre- 
‘sented him with a wrist watch. 


In recognition of his 


WESTERN UNION BLOOD. 


Donation of blood to save 


| lives on the battle fronts by 3,876 
*' Western Union Telegraph Com- 


pany employes since April 5 is an 
outstanding achievement in this 
program, according to Gordon 
Lamont, special representative of 
the national blood donor service, 
American Red Cross, who con- 
gratulates A. N. Williams, presi- 
dent of Western Union, on the 
telegraph company’s campaign. 
The action of the employes 


| brought about the placing of a 


/permanent display, with change- 
‘able figures indicating the total 
number of employe donors, in the 
lobby of the Western Union build- 
ing at New York city. The num- 
ber of Western Union donors rep- 
resents more than 20 per cent of 
the total number of adult em- 
ployes in the 32 cities where 
blood banks are located. The to- 
tal for New York city is 900, not 


including 350 who donated before 
the campaign began. Mr. Lamont 
praised the record of Atlanta, 
where there have been 185 West- 
ern Union donors since the cam- 
paign began. 

“The things that have made this 
‘campaign outstanding,” Mr. La- 
mont said, “have 
peg s policy of allowing time off 

o donors and the recruiting meth- 

oe and material prepared by 
| Western Union.” 


oe eee 


Local Securities. 

Bid. Asked. 
112% 114% 
=" 104 
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| Alabama Power Co $7 pfd 
|Alabama Power Co $6 pfd 
| American Bakeries “A”’ 

| American Bakeries “B” 


“| American Discount pfd 


been the com- | 


Daily Bond Averages. 


(Compiled by The Associated Press) 
20 10 10 10 10 


Rails ind. Util 
Net change unch. unch. 
Thursda . 
Wednesday 
Week ago 
Month ago 
Year ago 
1943 High 
1943 Low 
1942 High 
1942 Low 


KUN ASO aAW 


ee ee 
et es pet pee ns et 


19.—Following is a 


NEW YORK, Aug. 
high, tow and 


partial list of today's 


closing prices of Bonds on the New York | 


Stock Exchange and the total sales of 
each bond. 
U. S&S. GOVERNMENT BONDS. 


(Dollars and Thirty-seconds.) 
Treasury. 


Sales (in $1,000) High. 
2 4428 52-47 113.4 


CORPORATION 


oe (in $1,000) H 
Alleg 5s49 9644 

13 Amé&F P5s2030 91% 

AmT&T 3'4861 > 

AmT&T 3856 

AngCN debé 

ATSF 4895 


113.4 113.4— 3 


Ne 
Low. Close. Chg. | 


Maps Plans for 


County Towns 


Thomas W. Moore, of Atlanta 
has been appointed chairman of 


United Community War 
Campaign to be staged in Octo- 
ber by DeKalb, Fulton, Cobb and 
Rockdale counties, it was an- 
| nounced yesterday. 

| Jere A. Wells will serve as co- 
chairman of this group. 


named to’ head the Cobb county | 


as co-chairman and head of the | 
drive in the city of Marietta. 


| It was also announced by'| 


the county towns division of the’ 
Fund 


WarkFundDrive 


Bond Sales 


Marietta Mayor L. M. Blair was; va! 


division, with Charles M. Brown! son. 


' 


Friday, August 20, 1943 


The Atlanta Constitution—2 J 


Plane Crash Killed) 
Two, Navy Reveals 


Two Naval officers were dead 
and a third recovering from burns 
received when their training 
plane made a forced landing on 
Oglethorpe University - campus 
last Tuesday, the Naval office of 
public relations announced jyes- 
terday. 

The dead are Captain Robert 
Tremaine Whalen, United States 
Marine Corps Reserve, of San 
Francisco Cal., and Ensign David 
Gordon Rodger, United States Na- 
Reserve, of Rochester, N. Y. 
Ensign C. B. Ward Jr., of Jack- | 
Miss., reported as recovering. 
was the third occupan* of the) 
| plane. : 

The crash occurred soon after 


_ Business Service 


BASEMENT 
WATERPROOFING 
FHA Terms If Desired 
No Cash Necessary 
MORRIS CONTRACTING CO. 
953 Courtland, N. E. VE. 8831" 


Caicimining, Cleaning, Painting 


MS tinted $4: mater. furnished; papered 
$5; painting Edward Dailey. WA 4268. 


Electric Water Pumps 


C water pumps, wells drilled, 
electric motors. new and used, J. CG 


| Richter, Madison, Ga 


Floor Refinishing 


| FLOOR | sanding and painting. Colored 
labor. Earl Byrdsong. WA. 0292. 


| Drive Chairman James C. Malone,| the plane took off from the At-| Furnace Cleaning and Repairing 
\ William E. Mitchell and H. Carl) lante Naval Air Station on a rou- 


| Wolf that several new members| tine training flight. 


have been added to the board of 


trustees: Brown, A. Farnell] Blair, 
of Decatur; L. H. Brownfield, sec- 
retary of the Marietta Chamber | 
of Commerce, and F. B. Dodd, of 
Marietta. 


7 Organizations will be formed | 


8 BostMe 4/2870 

27 CenG cn5s45 

26 CenPac 5860 
CenP 1st4s49 
Cer-td 5'2848 
Chi&A 3849 


CMSPP 582000 
CMSP 4'2889C 
CMSP g4s89 


ColG 5s52May 
CoiG 5861 
ConEd 3/2348 
Dei&H r4s43 
D&RG 4336 
D&RGW 5855 
DugLlt 3/2365 
Erie 4'282015 
Erie 4695 
FiaEC 65s74 
FiaEC 5s74ct 
GenStcC 5/2349 
GtNor 4'2s77E 
GtNor 4846G 


- 


oe RP ee me ue Cee cme nee 


IntHE 6844 
intT&T 4'2852 
intT&T. 5855 
Jon&l 34861 
KCFtS 4836 

! 
Y “% | 
Lou&A © 5869 ‘ 4 
M-K-T 5s 62A “% 
M-K-T 1st 4890 
Mo P 52s 49 
Mo P 58 77F 
Mo P 5s 78G 
Mo P 5s 80H 
Mo P 5s 81! 
Mo P g4se 75 
NOPS 5s 558 
NOTerm 4s 53 
NYC r 5s 2013 
NYC 4'9s2013A 
NYC cn 4s 98 
NYC cv 3'%s852 
NYChHSL 4/2878 
NYNHH 6s 48 
NYNHH 4'/2867 
NYNHH 46 55 
NYNHH 4s 57 
NorfS 5s 2014 
NorP 6s 2047 
NorP 4'282047 
NorP 4s 97 
NorP 3s 2047 4 
PenP&L 4'/2874 1067’. 
PenRR 4'2s d70 96% 
PenRR g4'4881 105's 
PenRR 3%s 70 97% 
PenRR 3'4852 98 
PereM 4'/2s8 80 71 
PhHRCI 6s 49 15' 
Phil Pet 1%4s51 106'2 


StLIMS4sRG 33 
StLSF 5s508 
StLSF 4' 2878 
StLStlL 4s50A 
SeaALl c6s45 

SeaAL 4850st 
SeaAL rf4s59 
Sea-AF 6s35A 
SoPac 4'2968 
SoPac 4'2881 

SoPac 4'2869 

SoPac rf4s55 

SoPac cit4s49 
SoPac 3%4346 100% 
SoPac 4'2sOr77 65% 
SouRy 
SouRy 
SouRy 
ThAve 
UnPac 3'es71 1042 
UtahP&lL 5844 99 
VaEaP 3'2868 111'%2 
VaFy 3%4366 

Wab 4'4s91 47% 
Wab 4871 98'4 
WSh 482361 55 
WMd 4852 
WPac 18t5e46 
WestUn 5851 
WestUn 5360 
WhSt! 3'/-366 
WisCen 4849 
WisC 488036 2 

13 YngST 3'4860 100% 

Total today, $5,245.000; previous day, 
$5,937,500; week ago, $6,599,475; year ago, 
$6,898,100; two years ago, $7,404,600; 
January 1 to date, %$2,399,347,975; 
ago, $1,320,861,300; two years 
$1,387, 690,725. 

v 


Livestock 


ATLANTA. 


The following 
quoted by the White Provision Company: 

Hogs: 180 to 245 pounds, $14.65; 245 to 
350, $14.40. 355 to 450, $13.95: 185 to 175, 
$14.05; 120 to 145, $13.65; 120 down, $13.45 
down; good sows, 180 to 350. $13.65; good 
sows, 350 to 500, $13.05 down. 

Cattle: Strictly fat, good to choice beef 
type steers, $14.50 to $15.50; medium to 
good kinds, $12.00 to $13.50; fat dairy 
breed steers and heifers, $10. to $11; 
common kinds, $7.50 to ; good fat 
cows, $11 to $12; medium, $9 to $10; 
canners and cutters, $6 to $8; fat heavy 
butcher bulls, $10.50 to $12; lightweight 
common -bulls, $7.50 to $9; best calves 
mostly $14 to $15. medium to good, 
to $13.50; common, $7.50 to 10, 


— 


livestock prices were | 


| immediately in Austell, Acworth, | 

| Glarksdale, Powder Springs, Ken-| 
| nesaw, Mableton, MacLand, Smyr- | 
na and Vinings, it was said. 


* Bell Air Control 


Does Two Johs 


‘The Constitution’s 
Marietta News Bureau 
MARIETTA, Ga., Aug. 10.—In 


‘flames as 


order to prevent as much variation | 
one serviceable sky warrior was 


in temperature as possible at the 


Bell Aircraft Corporation, one of. 


the largest 
systems in any plant in the coun- 


temperature control | 


|try has recently been installec for | 


the dual purpose of providing 
comfort for the employes 
‘avoiding any fluctuation 
‘size of meta! »arts which might 
| jeopardize accurate fittings 
plane production. 

| Three inches of glass wool, cov- 
‘ered by an outer layer of asbestos 


/ sheeting allows little variation of 


‘temperature from the time the 
‘workers arrive in the morning un- 
; til they leave in the afternoon. 


Di ciadatiiss sista 


2 Georgians in Raid 
| On Wewak Airdromes 


Technical Sergeant G. F. Col- 

| lock, of Atlanta, and Staff Ser-| 
‘geant William Burrows, of Savan- | 
nah, took part Wednesday in the 
sec ond successive daylight attack 
| upon Japanese airdromes in the 
* | Wewak area in central New Guin- 
ml tre according to a communique 
‘from New Guinea yesterday. 
“ The Japanese losses Wednesday, 
‘it was officially reported, amount- 
ec to 28 planes destroyed in the 
air, and 77 on the ground. 
three American planes were re- 
ported lost. 


in 


The Constitution 
Alabama and Forsyth Streets. 


WANT AD 
INFORMATION 


CLOSING HOURS 


Daily Want Ads are accepted up to 
| 7:30 p. m for publication the next day 
Closing hour for the Sunday edition is| 
7 p. m. Saturday. Sunday hours: 2 p. m. 


to 7 pvp. m 
LOCAL RATES 


The rates below apply to al) 


adver- 


| tising originating in the state of Georgia. | } 
Daily and Sunday rates for consecu- | Svers name 


tive insertions: 
1 time 
3 times 


.22¢ per line | 


10% Discount for Cash. 


NATIONAL RATES 
The rates below appl to all 
tising originating outside of the 
of Georgia: 
1 time 


state 


.26ce per line 


Minimum: Two tines (11 words). 
In estimating the space for an 
figure five average words for first 
and six average words for each 


tional! line. 
ERRORS 


The Constitution is responsible for 
(only one incorrect insertion and then 
only to the extent of the cost of the ad 
'or the rtion that is wrong. Errors 
should be reported immediately after 
| the first appearence of the ad. 


Call WAinut 6565 
Ask for Ad-Taker 


os | 
addi- 


year | 
ago, 


Railroad Schedules 


~” Schedule published as information. _ 
TERMINAL STATION—MA, 4900 


‘Eastern War ‘Time. 
Arrives A & W PR. R. 
| 12:55 am Montgomery -Selma 
12:55am New Ori-Montgomery 
1:10 om New Ori-Montgomery 9:30 am 
5:55 pm Montg-Selma-Local 1:25 pm 
8:30am New Orl-Montgomery 6:00 pm 


C. OF GA RY —Leave: 


GA RY Leaves 
Griffin-Macon-Sav 8:30 am 
Macon-Albany-Florida 10: 15 am 
Columbus 
Macon-Griffin 

m Columbus : 
Albany-Tampa-St. Pete. 9 -00 pm 
Macon-Albany-Florida 9:05 pm 
Macon-Sav. -Albany oe 200 0 pm 


—Leaves 
8:00 am 
9:30 am 


a 
ae 
oe *#e #6 


ron am-Memphis 
Woah -Rich Nor 


and | 
in the | 


in | 


Only | 


ives--SEABOARD co~ LINE—Leaves 
86:25 am 
2:00 pm 


' 


| 


.20c per line} day or CH. 


16c per line’ st RAYED—Black “and tan hound, male, 
14 from Nickajack | 


| 


32c per line| FostT—in Terminal Station. 


24c per line | mental value. Rev 


| 
Qrady Hotel. 


} 


Route 
adver- 


The motor 
the ship burst into 
it struck. 
oA ee 


Georgian Built: 


failed and 


| 
= | 


_—-— 
ee 


ee Plane s= e558 


From Wrecks ~ 


EIGHTH AIR FORCE SERVICE 
COMMAND HEADQUARTERS, | 


SOMEWHERE IN ENGLAND, 
Aug. 19.—(7)—The story of how | _&¥ 
_“good old-fashioned American in- 
| genuity” salvaged a pair of battle- 
damaged Flying Fortresses and 
combined their usable halves into | 


told here today by Major General 
L. T. Miller, chief of the supply 
division of the Air Service Com- 
mand Headquarters at Patterson 
Field, Dayton, Ohio. 

Lauding this command for its 
“superb job of supplying the 
needs of the Eighth Air Force in 


CRA 


CALL C. 


its aerial warfare on Germany, 
Miller said the men also charged | 


with maintenance and repair “are | sugervision. 


performing near miracles.” 


He told how the men at one ad- | 
vanced air depot had hitched one! 
good front section from one dam- 
aged Fortress to a good rear sec- 
tion from the other. Among those 
who did the job was Master Ser- 
geant Robert H. Hughes, Route 4, 


Macon, Ga. 

Miller 
'Major General 
relative) of Miami, 


J. F. Miller 


of supplies into the European | 


theater. | 


is here to confer with | 
(no | 
Fla., com-| are! 
'mander of the Eighth Air Force |" > 

Service Command, about the flow | SS. SS Se 


FURNACE vacuum cleaning. 85-h. 0 mo- 
tor gets all the dirt and takes it eway. 
HEATING CO VE. 773%. 


Furniture Cleaning 
UPHOLSTERY cleaned on premises, 
satisfac. _ gual Vevon WA v482. mornings 

Furniture Uphulstering 


WE ODO first-class upholstering at rea- 
sonable prices. For estimates cai) 
Turner Co, VE. 7531. 


that up- 
noisterina work done A tra send 
Bass furniture Co MA S124 


Grading, Plowing 


FOR GRADING hauling dirt and plant- 
ing yard, call CR. 2043 


Piano Rebuilding 


NO MORE new pianos made Let us 


build yours. tarry Delaney JA. 2545. 
Painting, Papering, Carpentering 


FOR prompt service on repairs, call) C B 
Bridges. contractor AT W771 


Painting and Papering 


W Scarborough for painting, 
wall papering and floor finishing. Day 


| telephone HE. 3588, night VE. 


PAPERING. PAINTING REAS PRICE 
WHITE LABOR. RA 1646. 
4: oapered 


ROOMS tinted Kem-t 
$6 Painting Robt. Webb, _ RA ® 9076. 
ROOMS tinted $4, material furn. turn. Papered 
$5. Painting. Elijah Webb, RA. 5090 

Painting 


WE use best grade paints and oil on your 
home pert mechanics and proper 
Call ~ ~ ol estimate 


me"GENERAL. RE PATA Co. 


PAINTING BY exbeaT W HITE LABOR. 
ESTIMATES FREE. CAMPBELL AT. 4#@ 


CALL WILL MOSS. IST-CLASS ——" 
ING, COLORED LABOR WA. 
Plumbing Fixtures 

QUALITY MERCHANDISE. tow orices. 

°ickert Plumbing Supply Co WA. 2277. 
Radio Repaltring 


RADIOS repaired, bought and sold Al 
work guaranteed Sam ford MA. 8741. 


Repairs to all 


INC., WA. 5776 


Refrigerator Service 


FOR THE best in refrigeration, 
night or Sunday. DE. E8667 =m 


Announcements 


Auto Travel Opportunities |! 


oe 


GENTLEMAN driving neighborhood New 
Orleans this weekend, take 2 or 3 


Refrigerators, Washers Repaired 


REFRIGERATORS and washers 
and repainted Cheapest itn city A 


Repairs, Roofing. 
PROMPT RBLIABLE ROOF REPAIRING 


Phone Ext. 316, Georgian Terrace Hotel | CIP-TOP ROOFERS. 221 M°TTA JA. 2038. 


DRIVING | 
2. REFS. EXCHANGED. RA. 
Cemetery Lots 7 


NORFOLK, VA., SAT. TAKE | ROOFING gutters eee gen. 
3593. _ Free est 


State Roo JA 
Rervofing and mae Repairs 


CREST LAWN MAUSOLEUM, 2 crypts 
Low price. Address G-169, Constitution 


Lost and Found a 


WOULD | person who ~ found gold Elgin | 
watch, lost Aug. 7 in vicinity of Henry 
Grady Hotel please cal) Doris propel. 
Sp. (T) 3d Cl-ss Barracks D CH. 5381. 
Extension 270, after 5:30 any evening | 

this week. 


LOST—In 

nal, brown purse cont. 
other valuable papers Reward. 
E. D. Wells, JA 6180, Ext 50. 


LOST—Black Cocker. Spaniel, ‘about 2 

yrs. old. Highland-Va. settion. An- 
“Corky.” Reward. WA. 9448 
8597 nights 


vicinity ivy Atlanta Joint _Termi- | 
ration book, 
Mrs 


day, CH 


29¢ per line | LOST—Billfold, Tues. night. Keep money, 


return driver's license and papers val- | 
uable to owner Call 
1659 night. 


Aug. 
H. E. Marshall, 


name “Joe,” 
Rd. Reward 
2. 
STRAYED from 556 Cresthill, N. E.—Fe- 
male pointer, black and white-ticked. 
Name "Sis. VE. . 1067. Reward. 


‘cardboard 
lunch box containing silver cup. Senti- 
value. Reward. Chamblee 3275. 


|LOST—Sm. Army duffle bag, bet. cor. 
Ponce de Leon and Highland and Henry 
Reward. VE. 5086. 


LOST—Friday, Silver Cap Parker 51 Pen, 
_ eng. | Helen Stover. JA. 3200. Reward. 


STRAYED—Vic. Dunwoody, large black 
mule. Rwd. J. L. McLendon, A. 0531. 


— ae we mee —-_——- = me 


STRAYED—Small red and white spotted 
pony. Name “Vicky. " Rew. JA. 8764. 


LOST—Pair silver wings Sat.. 14th St. 
or P’mont park. Reward. ‘HE. 4935-J. 


ST—Light tan. important 
7002. 


Austell, 


LOST—Light tan billfold, cont. 
papers, money. Reward. 

LOST meta) frame glasses, 
HE. 6537 

LOST—Oval 
chain Fri... 


— <= 


Personals 


MAN'S Knox hat, long. oval, 

and pair brown wing-tip shoes, size 
12, $5 each: new tan gabardine water 
repellent fabric overcoat. large, $25: new 
2-pc. suit, brown tweed, coat 44, trousers, 
long size 37: Glenrock $25. CH. 6571, call 
after 5 Pp. m, 


LUCKY bag 
dragon b oF 


~ shape pink ~ cameo — from. 
downtown, reward. HE. 9112. 


: ” live ve lodestone, high John, 
powder incense, success 
olls. true fortunes, dream books other 
interesting items. _Hussey's, 85 5 Broad. 


SATISFACTION is a ~ certainty ‘when you 

use Johnson's Ant Killer Ask any 
dealer. Johnson's Ant Killer Co., 582 
Formwalt St.. Atlanta, Ge. 


WANT board for boy in suburban or 
country home. 


No other children. Ad- 
dress K-259, Constitution. 


CHOP SUEY AND AMERICAN FOODS 
Young China Rest.. W P'tree. JA. 6713. 


FOTO “gervice. os “iF 


printed, 25c. 
Atlanta 


ex dev 
_ Lane ae Store, 447 P'tree St., 


reward. 
' 


* vied Pay Pik 


8466 during | 


3 | 


size 7%. | 


+UAR roof r reroofing. 
2081 carl a troud. “it8 Gordon, so. 
Roofing 


MULE-HIDE roots applied. 4. J Simp- 
son Roofing Co.. JA 1773, DE. 2970. 


COMPLETE roofing service 25 Co RA 9186. ex- 
peri. E. M Cofer Roofing Co 


COMPLETE ROOFING SERVICE 
WHITE ROOFING CO. MA. 


Roofing. Painting. ——— 
| ANY make of roof applied and guaran- 


teea Algo painting. DiumDing. carpen- 
ter work lerms en we Co. 4619 


Boulevard. N E& VE 
teaks 
A 392 


OOFS tepairing Painting 
Pariter & & Crawiord 6a Pro 


Roofing. _ Siding and rong 


CHAS N WALKER ROOFING ww “We 
top em all.” i4! Houston. 8747 


Silverware Replating. Repaired 


ALL TYPES OF SILVERWARE, PLATED 
& REPAIRED BY EXPERIENCED MEN. 
SOUTHEASTERN, 2307 P’TREE, MA 3756. 


Stove Repairing. . 
GET your stove airing while vou can 
still get porte “pert service 
STERC I's MA 8100 
Wallpapering, Cleaning 


WALLPAPER cleaning, like cew, $1.50 
rm.: work guar. Martin Bros.. VE 8359. 


Educational 


Coaching 11 
HURST DANCING SCHOOL 


PEACHTREE at North Ave. HE 
Free sample lesson and booklet. R 
‘lar dances Wednesday and Sat ‘day nights 


Employment 
Help Wanted—Female 


30 


DO YOU WANT 
ESSENTIAL AND 
PERMANENT WORK? 
IN TIME OF WAR, telephone 
calls speed tioop movements 
—speed the building of guns, 

tank and planes. 


IN PEACE, business uses the 


$$ $44 
oN tlm 


INSURANCE—BONDS—LOANS 
Ground Floor—Established in 1892—Hurt Bidg. 


$1,435,056 

June $1,433,780 
x—Not included in totals; 

incomplete. y 


Produce. 


FO rea ta Aug. 19.—Butter: Receipts, 
| 666,424; firm; prices as quoted by the 
Chicago Price Current are unchanged. 
Eggs: Receipts, 8,082: market firm for 
| good quality, weak for others; prices are 
| unchanged at QUA cellings 
Poultry, tive, 27 trucks; 
wocsaeant Arriveln, 13;'0n track, 20; |Gtmeie Lower Co. 9 pad 
oO Ss: , : cK, +| Georgia Railro anki 
_ total U. S. shipments, 604; supplies mod- e re “6 oe 
| erate: demand for best stocks moderate, 
_demand slow for others. Market stead 
| for best Bliss Triumphs and Red Warba¢; 
| for white stocks, all varieties, market 
steady for oest, weak for poorer stocks. 
[Idaho Bliss Triumphs, $3.15-$3.20; Idaho | Southern Spring, Bed com 
and Oregon Russet-Burbanks, $3.25-$3.30; | Southwestern Railroad 
Idaho and Oregon long whites. $3.25- | Thomaston Cotton Mills com 
$3.30: Washington Red Warbas, $3.10; | Thomaston Cotton Mills pfd 
Nebraska Red Warbas, $3.10; Colorado! Trust Company of Georgia 
Bliss hen Ng $3.00-$3.15; Colorado West Point Mfg Cc Bos us Christi: 
Cobblers, $2.50 Wisconsin Bliss Tri-| (Unofficial quotations by Nationa! P , 


umphs, $2.35; Wisconsin Chippewas, $2.30. ‘sociation of Securities Dealers, Inc.) oe 4 gg iO ge ‘ 
moe : 8 


ie ——~ | stocks 2,231,618. 
Receipts, 59,484. 


For Week: 

For Season: Aeceipts. 148.944. 
INTERIOR MOVEMENT. 
Memphis: Middling, 20.00; sales, 2,326. 
Augusta: Middling, 21.27: receipts, 
870; wpgomenmmene 110; sales, 1,666: sales, 

106,14 

Little Rock: Middling, 20.15; receipts, 
a8, shipments, 673; sales, 93; stocks, 64,- 
5 


Dallas: Middling, 19.92; 2,731. 
Montgomery: iddling, sales, 
0 


Total: Receipts, 956; 783; 
sales, 7,046; stocks, oo 


7 
Cash Grain. 
CHICAGO, Aug. 19.—Wheat, none. 
Sample yellow 1.04. 
No. 1 mixed 73%: No. 2, 73's; 
4 white 72%-73%; sample grade 
white 69-70'5 
Barley: Maiting 1.17-1.25 nominal; feed 


1.00-1.08 nominal. 
Soybeans, none. 


THOMASVILLE. 

THOMASVILLE. Ga., Aug. 19.—The 
War Food Administration reported 1,829 
head of hogs received today at the eight 
plants in Albany, Columbus, Moultrie, 
Thomasville, Tifton, Dothan, Jackson- 
ville and Tallahassee. Prices were fully 
steady with previous sessions of the 
week. y 


Cotton Table. 


NEW ORLEANS, Aug. 19.—(AP)—Daily 
cotton table: 
PORT MOVEMENT. 
New Orleans: Middling, 20.07: 
7,090: sales, 2.897; stocks, 174,741 
Galveston: Middling. 19.97; 
347: sales, 335: stocks, 870,882. 
Houston: Middling. 19.90; receipts, 
772: sales, 3,059: stocks, 717,489. 
Mobile: Stocks, 66,885. 
Savannah: are 20.67; 
897; sales, 43; stocks, 73,973. 
l Stocks, 14,074. 
20.93; 


American Discount com 
Atlanta Bir & Coast pfd. 
Atlanta Gas Light pfd 
Atlantic Co 5s 1952 
Atlantic Co Ist pid 
Atlantic Co pe. 
Atlantic Co “B” 
Atlantic Steel com 
Bibb eee Co 
,|Callaway Mills y 
Cit & Southern National Bank 16 
| Coca-Cola “A” 63% 
Continental Gin com 35% 
| First National Bank 
'Fulton Bag & Cotton Mills 
'Fulton National Bank 


Jul 
re y Ss mate 5:10 pm 
N. ¥.-Wash.-Rich -Nort, 8:00 pm 


N Y: Wash.-Rich.-Nort. 9:45 pm 


‘Arrives-SOUTHERN RAILWAY—Leaves 
25am Birmingham-New Orl. 12:15 am 
7:30 am Wash -New York.-Ash. 1:30 am 
Diese} to Brunswick 8:00 am 
B’ham.-Kan City-Mem. 8:00 am 
Det -Cleve.-Chicago : 
Wash .-New York 
rhe Southerner-N Ort. 
Jaxville-Miami-St. Pete 
Ihe Crescent 
Rich.-Wash.-New York 
Rome-Chattanooga 
Washington-New York 
Birmingham-Memphis 
Warm Spgs.-Columbus 
Chyo.-Louis.-Cin,-Det. 
The Southerner-N Y 
Jax -Miami-St P.-Bwk 
Miami-Jaxvill.-St. Pete 
Columbia-Charl.-Wash. 
10:20 am Toccoa-Greenville 


UNION STATION—WaAInut 3666 


Le War os 


A.., & C R. 
STREAMLINER 
8:30am Waycross-Miami-Fla. 12:28 am 
Aug 3 Every 3d am, "hereafter tae 2. 
7:50 pm Cordele- aycross am 
6:45am Wayx- Brunswick- Thvil. 9:50 pm 


Arrives—-GEORGIA RAILROAD—Leaves 
6:35 pm Augusta-Charleston 9:00 am 
6:35 pm Florence- Richmond 9:00 am 
7:20 am Augusta-Florence 9:00 pm 
7:30am Charileston-Wilm'ton 9:00 pm 

Arrives WN.. C. & ST. L. RY. Leaves 

12:18 am STREAMLINER 8:40 am 

Aug. 5 Every 3d Day Thereafter Aug. 3 
7:40 pm Chgo.-St L.-Nash.-Cht. 10: 40° am 
9:50 am Chgo.-St. L.-Nash.-Cht. 7:40 pm 
8:1 15 am Chatta. -Nash.-! -St. Louis 9:30 pm 

Arrives— ~— Leaves 
5:30 pm Knox. via Blue Ridge 8:15 am 
8:25pm Cin.-Chicago-Detroit 10:00 am 
8: 20am Cin ~Loutsv ‘lle-Chicago 


8:00 pm 

~ Telephone WAlnut 6565, Let a | 
Constitution Ad Taker help you to | 
find buyers for the idle, useful | 
articles in your spare rooms, attic | 
and storeroom. 


telephone extensively—-fam- 
ilies depend on it tn daily liv- 
ing and ip emergencies. 


eee 


ceastiaseat 


‘C. A. DUNCAN, DENTIST 
WHITEMALL ST MA. 4537 


NU-ENAMEL. ~~ pas 


JOHNSTON FURN. CO. JA. 17865, 


MOVING Date Now With Clark's Trans- 
fer Office. « JA 3461; night, MA. 3569. 


- Beauty Aids | gy 
MACHINELESS | 
rf wave, $7.50. limited time 


comparison 
135% 


rELEPHONE operators and 

other women workers know 
they serve their country at al) 
times. [f you. too, want essen- 
tial and permanent work, visit 
our employment office. 


APPLICANTS both married 
and single are d 


DO NOT apply tf sow en 
gaged in war work. 


Po 
S 
& 
3 


STATE.AND MUNCIPAL BONDS 
CORPORATE BONDS 
LOCAL STOCKS 


The Robinson-Humphrey Co. 


Established 1894 


non- -solution ‘oll steam 
RA. 5423. 


“VICTORY WAVES ONLY $2.50 UP. 
Artistic Beauty Institute, 5% Auburn Av. 
Slip Covers 


SLIP COVERS. beautiful. 2 pcs.. $5: bring 
om/| chatr. $2.25 Mrs McNeill. CRescent 1707 


pm! SLIP COVERS—Work guar. Price reas 
bm Cali Mrs Fuller. CH. 5868: DE 72537 


_— 


CPSOCBIAASHHNNO OM. 


33 

42'4 
235 
110% 

30 


firm; prices 


receipts, 


UTUVUUUT UU Bw & 
33333533 


‘receipts, 
1,- 


Haverty pfd 

| Haverty com 

| Linen Services of Texas com 
_National Linen Service co.n 
Rich’s Inc com 

| Savannah Sug Ref Corp com 


oe 
sO-MKSFOBSOa @ 


SSSSS4eRBSSSSEysse 


— 


receipts, 


ATLANTA, GEORGIA 
Long Distance 108 


Business Service 


Bed Renovating 


MATTRESS RENOVATING 
FACTORY METHODS 
iMeFRIAL BEDUING CO WA. o7¥i 


ATLANTA'S OLDEST #KENOVATORS 
rRIO MATTRESS CO 2985 


SUPERIOR MATTRESS CO MATTRESS. 
BES RFNOVATFD DAY SFRV HE 274 


HIGH-GRADE RENOVATING. 
GATE CITY MATTRESS CO. JA. 3100. 
Blinds— Venetian 


CLEANED. repainted. repaired. Decatur 
ee Blind Co., 325 E. College. CR 
4891. 
ANYTHING pertaining to Venetian blinds 
Call W €E Daniel, VE. 0815. 
Brick and Rock Work. 


BUILD brick and rock walls — foundation 
work. lay flagstones ete CH 17029 


RFHODES-HAVERTY BLOG. 
WaAinut 0316 


APPLY 


Employment Office, 420 Hurt 

Building, 8:00 A. M. to 4:00 

P. M.. Mond thru Friday, 

9AM tol P. turday. 
Ages 16 to 35. 


Southern Bell Tel & Tel 
Company 


Stocks, 15,341. 
Middling, 


4,581. 
Stocks, 


stocks, 


Stocks, 


—Leaves 


Arrives EXPERT 


MODERN 


463% 
As- 


6,334; 


MUNICIPAL BONDS 


sales, 
20.25; 


CORPORATE BONDS. STOCKS 


MASTER BEAUTICIAN. 

TREATMENTS ONLY. 
TIONAL CONCERN. IN ATLAN- 
TA 15 YEARS. FOR APPOIN 
MENT CALL JA 3228 BET. 10: 
A. M.-8:30 P. M 


shipments, 
2. 


/ fe 
sonaly YL 


MEMBERS NEW YORK STOCK EXCHANGE 
and other eading exchanges 


Carpentering & General Repairing | 4 LICENSED beauty operators. “go 
sion and salary guarantee. Apply 


PLASTERING. roofing. brick, cement gen | | Ryckeley Beuwuty Salon, 93'% Waitehall St st. 
CARPENTRY. painting. sa oey “screen-| SANDWICHES AND BAKERY PROD- 
ing. MA. 2040, JA. 7264-W. | UCTS. EVANS CANDY CO. VE. 4815 


’ 


CLEMENT A. Evans & COMPANY 


INCORPORATED 
FIRST NATIONAL BANK BUILDING 
ATLANTA 


. a 


ATLANTA 


WA. 0238 MACON 


AUGUSTA 


¢ 


_22—The Atlanta Constitution 


Friday, August 20, 1943 For Want Ads—Call WAlnut 6565 


Employment | 


Employment 


Employment 


Help Wanted—Female 


GENERAL CLERICAL 
TYPISTS 
STENOGRAPHERS 
COMPTOMETER OPRS. 
MESSENGERS 
FILE CLERKS 
WRAPPERS 
ORDER FILLERS 


BEGINNERS or experienced. full-time 
employment (summer work got avail- 
abie) 


PEHKMANENT EMPLO YMENT—Starting 
salary dependent on activity end quali- 
fications 


HOURS worked in excess of #0 paid 
rate of time and one-half. 


PLLASAN'1 working 

ous employe benefit plans, including 
paid vacations, group tnsurance, hosp'ta- 
ization tnsurance, discount orivileges and 
holidays witb pay 


ELIGIBLE EMPLOYES, in. addition to 
saiaries receivea, participate in profits 
company througb ses  orofit-sharing 


= 


otf 
pian 


APPLICANTS must be at ‘east 16 years 
of age and itn good health. 


EMPLOYMEN1 OFFICE HOURS: 
M.onday through Friday. 8.a.m io 5 p. m. 
Saturday, ‘a.m to D. m. 
SEARS. ROEBUCK & CO. 
Mail Order Employment Office 
675 PONCE DE LEON AVE., N. E. 


JUNIOR AND SENIOR 
STENOGRAPHERS 


at | 


conditions. Numer- | 


Must be 16 years of age 
or older. 


Must qualify under War Man 
Power Commission regulations. 


Apply: 
Employment Office 


BELL AIRCRAFT 
CORPORATION 


7 Rhodes Center, North 
Atlanta 
or 


BELL BOMBER 


PLANT 
Marietta 


WANTED— \— Experienced ~ billing clerk for 

district office of national concern. Give 
age. education, experience and references. 
Applicants must meet War Man-Power 
Commission regulations. P. O. Box 5019. 


ACCOUNTS-RECEIVABLE bookkeeping, 
Eiliot-Fisher Sundstrand bookkeeping 
machine knowledge typing. 


Suburban 
South Fulton Salary $125.00. Address 
L.-88, Constitution 


BODA 

hr week 
after 40 hres 
McPherson 


“LADIES to make neckwear. 
good pay. Nice quarters. Apply All- 


clerks wanted. No Sundays. 48- 
Good salary with overtime 
Apply Post Exchange, Fort 
Do not phone. 


Short hours, 


Star Mfg. Co. 236 Mitchell St., 9. W., 
near Terminal! Station. Phone WA. 6523. 


EXPERIENCED dining room hostess, $30 | 
week. Experienced food checker, $75 | 
month. room, board. 75% Hunter St. 


HOUSEKEEPER. family of 3. Room, 
board. salary. RA. 3949 nights; DE. 


7490 daytime 


SET! TLED white woman to live in, care 
for 2 children while mother works. 
Good pay. WA. 5093. 


STEN‘(KSRAPHY comptometer oookkeep- 
ing Engitsh Dey and eve classes 
Marsh Bust College 249 P’tree WA 808 


‘XPFRIFNCED WAITRESS. JIM'S 

CAFE. 174 SPRING 

STFNOGRAPHER, downtown $40 Week 
419 PETERS BLDG. 

ECTOR. CAR FURNISHED ... 
419 PETERS BLDG. 


3 EXPERIENCED WAITRESSES 
174 SPRING, N. E JA. 8246 


Help Wanted—Male 


WANTED 


WHITE and COLORED 


BUILDING CONSTRUC- 
TION LABORERS 


For Georgia Coast City 


RATE OF PAY S0c 
PER HOUR 


Work Week—54 Hours 


Overtime pay for work in excess 
of 40 hours. 


COL $225 


31 


UNDERWOOD BILLING CLERK, 


Transportation furnished by 
employer. 


Union Job. 


If now employed in essential 
activities do not apply. 


Housing Available 


Company representative will 
at the 


UNITED STATES 
EMPLOYMENT 
SERVICE OFFICE 


of the 


War Manpower 
Commission 


On August 20 
191 Marietta St. 
Atlanta, Ga. 


Ga.., 
Ga., 23-24-25-26th 


Clearance Order GA-A-1201 


Cedartown 


Waycross, 


~~ -— _ 


“WANTED - 
BRUNSWICK SHIPYARD 


MACHINIST 
ARC AND TACK WELDERS 


Rate 7Zic to $1.20 per hour. 
Test given to determine rate. 


If employed at highest skill in 
War Industry do not apply. 


Company representative will 
interview applicants at the 
U. S$. Employment 


Service 
of the 


War Manpower 
Commission 
August 19, 20 and 21 
191 Marietta Street 
Atlanta, Ga. 


23-24-25th 


Help Wanted—Female 30 


WESTERN 
UNION 
Offers 
Regular Employment 
to 
YOUNG WOMEN 
with some high school 
education. 


AGE 16 TO 30 


No experience necessary. 
Pay while tearning 
Rapid advancement 

Clean, pieasant work 


Apply 
Mrs. Mosteller 


Room 527 Western Union 
Building 


SALESLADIES 


Permanent Employment 
for Salesladies 


Ages 25-45 
PIECE GOODS 
DRAPERIES 
BEDDING 


MEN’S FURNISHINGS 
APPLY 
RETAIL PERSONNEL DEPT. 


SEARS, ROEBUCK & CO. 
675 Ponce de Leon Ave., N. E. 


WANTED 


PERSON who is now a 
toilet goods sales person 
or assistant buyer for 
position as assistant buyer 
of toilet goods depart- 
ment. 
GOOD opportunity and 
permanent job with a 
real future for a qualified 
person. 
APPLY 
EMPLOYMENT OFFICE 


J. M. HIGH CO. 


— 


WANTED 
EXPERIENCED 
STENOGRAPHER 
MUST be capable and accu- 


rate, also required to as- 
sist with office records. 


PERMANENT job with good 
future to right person. 


APPLY 
EMPLOYMENT OFFICE 


J. M. HIGH CO. 


Collector, straight salary 
4 Stenographers .... 
18 Stenographers 
Bkkpr., 5-day week 


$140-$165 
cess ecevess $100-$130 
$175 


. . 
| Secretary to executive ..ececese: 


5 Beginner typists 
Typist, office clerk 
Payroll clerk ; 


| Comptometer opr. 


Retail clerk 
Press teletype opr. 


Atkins Personnel Service 
: 419 Peters Bidg. 


ase e one a ee ee eee 


GIRt, WANTED AT ONCE 
AS GENERAL CLERK 
Must be familiar with city. Good salary. 
Apply in person. 


AKERS MOTOR LINES, 
723 Forrest Rd. 


INC, 


ARMY OFFICERS’ CLUB 
PRIV. SEC’Y to Army officer $130 
2 HOSTESSES (hotel exper.) rm.-bd. $100 

FILE CLERK, 18-30 yrs. ; $100 
2 CASHIERS, N.C.R., 8 hrs., rm. bd. $80 
2 FOQDCHECKERS (N.C. R. ) hotel, 

room, board 
SPECIAL SERVICE BUREAU 
501 Forsyth Bidg. JA. 1584 


ee ee - 


Private Secretary, D’town 

Private Secretary (P’tree St.) 

Underwood Billing Mach. ae: o+es- Oka 

2 Burr’s. Bkpr. Mach. Opr. --$110-$135 

Typist, some Steno. .. $1 

FOR IMMEDIATE RESULTS REGISTER 
WITH N. GAE DICKINSON. 


ACCREDITED PERSONNEL 


703-04 Wm.-Oliver Bldg. JA. 1851. 


EXECUTIVE SEC’Y. to official of large 
priv. concern, 30-40, excellent working 
conditions, downtown. Excel. salary. 


very 


d’town. approx. $135. 
NATION WIDE 


__ 229 PEACHTREE ARCADE 
STENOGRAPHERS 


AGE 17-25. high school graduates. Per- 

manent position, opportunity for ad- 
vancement. 5-day wk. most departments. 
Apply RETAIL CREDIT CoO., 90 Fairlie 
St., between 9 and 12 a.m. or 1 to 4 p. m. 


Beginner Clerk—Age 17-22 
Beginner Typist—Fair speed 
Typist Clerk—Some exp. 
Beginner Steno.—Day week 
4 Typists—Some exp 


EXECUTIVE SERVICE 


_ 1712 Twenty-Two Marietta St. St. Bidg. 


~ SECRETARY. STENOGRAPHER 
RELIABLE firm desires experienced sec- 
retary. Must be neat, otherwise do not 
apply. Good salary. 
M. DWOSKIN & SONS 
763 P'tree, N. E. VE. 


pleasant, 


5881 


Help Wanted—Female 30 


ATTRACTIVE girls for summer country 
club work. Former teachers given 
preference. Positions: North Carolina. 
Room furnished, plus salary to $150, 
SPECIAL SERVICE BUREAU 
501 Forsyth Blidg. JA. 1584 


WANTED—Women and girls for cake 


icing and wrapping. No previous ex- 
perience necessary. [f now employed, 
must have release from former employer. 
Apply 9 a. m. to 4 p. m. American 
Bakeries Co., 600 Murphy Ave., S. W. 


~ STENOGRAPHIC—CLERICAL | 
CAPABLE GIRL for permanent position. 

Excellent opportunity for advancement. 
Pleasant surroundings. ‘Salary according 
to ability. K-216, Constitution. 


ee re oe 


WANTED, ‘GIRLS—Essential war 
try. Salary while in training 

to 30. Apply Mrs Warrenfells. 

Telegraph Cable Co., | 412 Grant Bidg. 


WAITRESSES wantea. Na ‘Sundays. 48- 
hour week. Good salary wiih over- 
time after 40 hours. Apply Post Ex- 
change, Fort McPherson. Do not phone. 


i2_ WAITRESSES wanted. Jennings, 931 
Boulevard. Salary and excellent tips. 
Apply 3 to 5 p. m. in person, references 


required. 
WOMAN FOR ESTABLISHED 


LAUNDRY ROUTE. WA _ 17766 


2 EXP. candy wrappers. Good wages and 
working conditions. Atlanta Candy Co., 
304 Decatur, S. 


WANTED—Girlse prepare for comptometer 
position at official comptometer school 
Way-evening classes. 502 Standard Bidg 


LADY for companion to elderly invalid. 
Phone MA. 4890 


EXPERIENCED infant's “nurse, 
ences required; $75 month. 


- indus- 
Age 16 


— ee nn 


top refer- 
HE. 0543. 


EXP. waitresses. Apply at once. Jefferson 
Hotel Coffee Shop, 85 Pryor St., S. W. 


YOUNG _ steno. -typist. _ ‘Pleasant 
Short hrs. Publishers Guild, Rhodes Bl. 


Help Wanted—Male 31 


PARTS MAN 


We have 2 preferred jobs 
open in our 


PARTS DEPARTMENT 


for draft-exempt man 
with experience. 


Our parts business is one of 

the largest in the city and 

offers permanent employment 

and good pay to the right man. 
SEE MR. FROST 


FROST MOTOR CoO. 
450 Peachtree St., N. E. 


AUTOMOTIVE 
MECHANICS WANTED 
METAL MEN 
PAINT MEN 
Special inducement, good 
pay and commission. 
Transportation furnished 
to job. 

Authorized Chevrolet Dealers 


WILLIAMS & CO., INC., 
FITZGERALD, GA. 


WANTED 

MAN for large Consti- 

tution route in Howell 
Mill Road -Springlake 
Park section. Very at- 
tractive proposition for 
right man. For full par- 
ticulars see G. l, Moore, 
City Cir. Manager. 


UPHOLSTERER 
WANTED 


Permanent Employment, 
Convenient Hours, Good 
Salary. 

Apply 
Employment Office 
DAVISON-PAXON CO. 


UNUSUAL OPPORTUNITY 
FOR EXPERIENCED 
JEWELRY 
STONE SETTER 


EMPLOYMENT OFFICE HOURS: 
Monday through Friday, 8 a m to 5 p. m. 
Saturday, 9 a. m. to 3 p. m. 


SEARS, ROEBUCK & CO. 
Mail Order Employment Office 
675 PONCE DE LEON AVE., N. E. 


HOTEL POSITIONS OPEN 
COUNTRY CLUB MANAGER 
CHEF-STEWARD. Room and 
STEWARD, 200-rm. hotel cae ad 
ASST. MGR. (125-r. hotel) rm.-bd. 
AUDITOR (sm. hotel), rm.-bd. 

RM. CLERK (iday job), room and 
HEAD BARTENDER (hotel), rm.-bd. 
CHIEF ENG. (125-rm,. hotel), rm.-bd. 
RBOOKKEEPER-auditor, 22-26 begin. 
HOTEL HOUSE OFFICER, 48-55 
NIGHT clerk, 35-55. Neat (no exp.); 
knowledge of bkkpg. Rm.-bd. 
SPECIAL SERVICE BUREAU 
501 FORSYTH BLDG. JA. 


SERVICE MAN 
WE OFFER an excellent job as 
service floor salesman to an ex- 
perienced man. Good pay and 
working conditions. See Mr. 


Frost. 
FROST MOTOR CO. 
450 Peachtree St. 


eo —-~ 


1584 


Help Wanted—Female 30 


Help Wanted— Female 


DAVISON-PAXON CO. 


Has very attractive openings for women with sell- 


ing experience. Extremely favorable arrangement 


of salary and commission on sales; pleasant work- 


ing conditions, convenient hours and central loca- 


tion. Permanent part-time or full-time jobs. 


mm 


¢ 


We are also interested in employing women who 


have had no experience in selling who would like 


to be trained for permaneht jobs. Regular salaries 


paid while in training. 


APPLY EMPLOYMENT OFFICE 


FRIDAY BETWEEN 11 AND 1 O’CLOCK 


DAVISON-PAXON CO. 


Postal | 


| 
| 


| 


~ work. | 


| Ing 
| 9:30 to 12. 52 Mangum St., 


= | EXPERIENCED 
|needed. U. 
| 135 Luckie Street 
5 | EXP 


| 
| 
| 


| WHITE 


Employment 


Employment 


Employment—Colored Employment—Colored | 


F inancial 


Help Wanted—Male 


Help Wanted—Male | 


PERSONNEL 
MANAGER 


EXPERIENCED 
FACTORY PERSONNEL 
MANAGER WANTED 


by old Atlanta manu- 
facturing esta blish- 
ment now engaged in 


essential war work. 


Communications 
Confidential. 


ADDRESS K-187, 
CONSTITUTION 


ACCOUNTANTS 


| JUNIOR, semisertiors and seniors. For 

permanent public accounting work. 
| stouid be under 50, have clear record 
and present an acceptable appearance. 
Because public accounting is an essential 
industry, men 3A are acceptable. Salary 
based entirely on bookkeepjng and ac- 
counting experience 


EXECUTIVE SERVICE 


1712 Twenty-Two Marietta St. Bidg. 
BOXsS 
14 to 17 
TO HELP on newspaper routes 
in all sections of Atlanta, East 
Point, College Park, Hapeville and 
Decatur. Call Mr. Dillard, RA. 
0892, from 7 to 8 a.m, or 7 to 8 p.m, 
BINDERY FOREMAN 
EXPERIENCED on automatic folders, 
Cross and Pile feeders, Rosback gang 
stitcher and cutting machine. Outstand- 
ing opportunity with established reliable 


firm. Darby Printing Co., 215 Central 
Ave., S. W. WA. 8240. 


WANTED MAN WITH 
PREVIOUS FINANCE EXPERIENCE 
TO MANAGE INDEPENDENT 
AUTO FINANCE CO. 

GOOD SALARY. 

BOX 56, GADSDEN, ALA. 


~ SHOE REPAIR MEN (2) 


EXPERIENCED all-around men. Steady 

work. No nights or Sundays. Will 
pay expenses. State experience, salary 
desired. L. Abrams, 507 14th St., N. W., 
Washington, D. GC. 


BOOKKEEPER-BILLING ( CLERK 
DRAFT exempt, looking for permanent 
employment by old established At- 
lanta firm. Must use typewriter. Ad- 
dress K-244, Constitution. 


ENGINEER OR ACCOUNTANT-—Experi- 
enced in railroad valuation work. Sal- 
ary $221 per month, Write Post Office 
Box 545 V, Norfolk, Birginia, givin 
qualffication, experience, references an 
age. Work in Norfolk, Virginia. 
ALERT, high-caliber young man wanted 
in bookkeeping department of exclu- 
sive Atlanta concern, Must make good 
appearance; will be trained and given 
rapid advancement. Salary of $115, plus 
meals, offered beginner. Age 18-24, draft 
exempt. 
SPECIAL SERVICE BUREAU 
_ 501 FORSYTH BLDG. JA. 


1584 


WANTED—Retail grocery 
salesman. J. S. Broyles Gro- 
cery, 1584 Piedmont Ave, 


WANTED—2 men to work in 
bakery. No experience neces- 
sary. Classed as essential work, in 
permanent job. Apply Atlanta 
Baking Co., 165 Bailey St., S. | Ww. 


JR. ‘DRAFTSMAN ‘ 

SHIPPING CLERK, Draft exempt.. 

CLERICAL, Under 18 ° 

TYPIST, Draft exempt 
NATION WIDE 


~ 229 PEACHTREE ARCADE 


DRAFTSMAN WANTED. 
EXCELLENT opening for experienced 
draftsman. No applicant will be con- 
sidered who is now working on essential 
war work Without obtaining cleara 
E. Oren Smith, Architect, Columbus, ‘Ga. 


MOULDERS 


RUNNING » days e@ week. steady job, 
union shop. good pay Atlanta atove 
Works, Atlanta. Ga 


WANTED—Men between 50 and 60. You 

can help during the war by serving as 
temporary telegram carriers in the down- 
town area. No skill needed. Employment 
light and pleasant. See Mr. Asher, 20 
Forsyth St., Western Union. 


ATTENTION 
EXP. house-to-house canvassers to con- 
tact home owners tor roofing, siding 
and insulation. No selling required. Draw- 
account, plus commission. Apply 
— - 


. $150 
$108 
$108 


ee 


~ railroad ie Seamer 
machinists, pipefitters and boilermakers 
S. om ew Te Board. 


. soda fountain man. Must _ have 


several years’ experience. Sal. $150 mo. 


_Apply in person, Post Exchange office, 
Lawson General hospital. 


MECHANICS 
Essential Industry 


AUTOMOBILE Mechanics, 

Auto Body Repair Men, Lu- 
brication Men, Truck Mechan- 
ics, Auto Electricians. 


IF YOU are a skilled work- 

man in one of the above 
classifications and are inter- 
ested in a job for the future, 
where working conditions are 
the best in the South, good 
pay; also we have hospitaliza- 
tion and group life insurance. 
See 


HARRY SOMMERS, INC. 
446 SPRING, N. W. 


SECRETARY; 1 male, t under. 35, draft ex- 
empt, $150. National organization. Per- 

manent. HE. 1103. 

6 J MEN in immediately, 
perience _unnecessary. 


‘factory work; 
280 Garnett St. 


Help, Male and Female _32 


CREDIT MANAGER 


WORTH-WHILE AND PERMA- 
NENT CONNECTION FOR 
QUALIFIED MAN OR WOMAN, 
TWO TO THREE YEARS’ EX- 
PERIENCE DESIRABLE. 
CALL OR WRITE R. C. HOW- 
ARD OR J. F. PRIDGEN. 
658 WHITEHALL ST., S. W. 
MA. 2000 


VULCANIZERS & RECAPPERS 


SEVERAL MEN AND WOMEN TO 

DO VULCANIZING AND RECAP- 
PING. EXCEL. PAY, GOOD WORK- 
ING CONDITIONS, ESSENTIAL IN- 
DUSTRY. DAY OR NIGHT WORK. 
APPLY MR. SMITH, PRIOR TIRE 
CO., 458 P’'TREE, N.E., ATLANTA, Ga, 


GOOD TYPIST, 

MAN OR GIRL. 
Pleasant working conditipns. 

Good salary. 


Apply in person. 


AKERS MOTOR LINES, 
723 Forrest Rd. 


INC, 


EXPERT male and female hair stylists. 

Exceptional opportunity for right par- 
ties. Salary and commission. Maison 
Paul et Jack, ‘Biltmore hotel. 


COUNTER man and walitress, good pay, 
good hours. Davis Brothers Restaurant, 
104 Luckie Street. 


TWO salesladies, married or single. One 
male clerk, marriea or single. Apply 27 
S. Broad St See manager. 


SPECIALISTS— Hotel, restaurant, cafe- 
teria Sou Emp Corp., 75% Hunter St. 


ne re + 


MAN or woman to >» work in “used cloth- 
ing store. 3061 Peac htree Road. 


Heip—tinstruction 34 


PREPARE NOW for POSTWAR period. 
Learn BARBERING. Call or write 
MOLER COLLEGE, 43% Peachtree St. 


OUR GOVERNMEN T needs stenogs. spec, 
_ training. _ Mrs. Chambers. CA _ 6777, 


36 


SALESMAN acquainted with hotel and 

restaurant trade to contact accounts 
in Georgia and Florida. Apply in person. 
Standard Brands Incorporated, 635 W 
Peachtree St., . B 


SALESMAN—INTANGIBLES 
Calls prearranged. $75 week. JA. 5139. 


Help Wanted—Teachers 37 


HIGH SCHOOL TEACHERS WANTED— 

1 English, 1 English-Spanish, 1 libra- 
rian. 1 voc. ag., 1 pub. sch. music. At- 
tractive salaries. Apply to J. H. House, 
Supt., Cairo, Ga. 


CHEM., $1,800: coach, 
cal ed. (near Atlanta), 
H. 8S. Bureau, Decatur, 


Trade Schools 


~~ YOUR COUNTRY Y NEEDS YOU 
AIR. rail, water, motor carriers, factory 
and wholesale houses need sprcial'y 
trainea cffice and warehouse workers 
Many of these jobs do not require typing 
or office machine experience. Students 
are furnished real forms and reports for 
practice on the real thing. Not the old 
method reading course. A part-time short 
training period in the peace and quiet 
of your home. Real opportunity for 
wives of men in the service. For full tn- 
formation write John K. Whitfield, C. of 
C. Bldg., Birmingham, Ala. 
40 


Sit. Wanted—Female 


A MASON'’S widow, alone, wishes home 

with good Christian people on farm or 
in city or stay with aged people for sal- 
ary and home. Mrs. Bessie BE. Freeman. 
Belleglade, Fla., Gen. Del. 


Situations Wanted—Male 41 
MR. EMPLOYER 


THIS AGENCY has 25 Draft Exempt A-1 

men for all types of office positions 
and accounting Immediate interview. 
Could you use one’? Mrs, Blankenship. 


NATION WIDE 
229 PEACHTREE ARCADE 
MAN . college ~ education, “3 draft-exempt, 
desires part-time bookkeeping employ- 


ment, experienced also in typing and of- 
fice work. JA. 1016, Peacock. daytime. 


DRAFT status 4-F., “age 36, high school 

graduate, desires job as investigator, 
adjuster or salesman. Well Known in 
city. Address L-49, Constitution. 


81,850; girls’ physt- 
$1,400. Southern 
Ga, DE. 7826. 


ee 


EXPERIENCED 


~_——e 


restaurant cook, $40 
week; experienced cafeteria butcher, 
$150, mo.; experienced cafeteria baker- 
pastry cook, $150. 75% Hunter St. 


SALESMAN FOR ESTABLISHED 
LAUNDRY ROUTE. WA. 1766 


REAL BARBERS 
EARNING &75 to $150 week Communi- 
cate with G@ C Edmondson, 212 Mitch- 
ell. S W Atlanta WA. 6469 
WANTED — EXPERIENCED COUNTER- 
MEN TOP PAY ALSO MAN 


T 
MANAGE. CURB BOYS. DAY OR NIGHT 
N. W 


WORK THE VARSITY, . 61 N. AV., 


GAS island attendant, ~ Jubrication man, 

home and auto supply clerk, experi- 
enced preferred, but not necessary. Ap- 
ply Firestone ) Store, Decatur, Ga. 


man as truck driver. 
board and salary. VE. 6992. 


SHOEMAKER. White or col. Sal. $30-$50. 
Super Shoe Service, Milledgeville, Ga. 


~~ Room, 


WANTED—Boys over 16 for work in 90 


shipping ‘NW. The Economy Co., 290 


Spring St., 


EXPERIENCED » chet-steward, high-class 
‘Testaurant, $300 month. % Hunter St. 


EXP. SHORT ORDER COOK — 
_505 PONCE DE LEON. VE. 9287 


DELIVERY BOY WITH BICYCLE | 
MILLER’S, 64 BROAD ST., N. W. 


Em atovment—Colored 


Help Wanted—Female 42 


GENERAL maid, 30-40 yrs. old, gen. 

housekeeping. care for baby. No phone 
calls. Mrs. Sam Fisher. 691 Durant place, 
N. E. Apply after 10 a. m. 


GENERAL maid and cook for small fam- 

ily. Day work only, half day off each 
week. Salary $10. Prin 
and references. 557 West End PIl., S 


NURSE to care for 3 children; live on 
lot. Excellent salary to right person. 
Address K-260, Constitution. 


HOUSEKEEPER and cook, 25-35 yrs. old 
Good refs. Health cd. May or may not 
live on lot. Good salary. CH. 24 


WOMEN and girls to shel) ‘peas, night or 
day Baker's Produce Co. Ga. State 
Farmers _ Market, AM. 1688 


GOOD pay to exp. cook with best refs.. 
health cd. 2750 Habersham Rd. CH 
70. 


health card 
. Ww 


25 MAIDS—10 COOKS—4 N. — 1 Calif., 


jobs. 442 Forrest Ave. 


NEAT, : smart maid Apply * ‘Dental Of- 
fice, 68 P’tree St., 2nd floor. 


GEN. ‘maid for family of 2, 
refs. necessary. VE. 7224 


GENERAL SERVANT, LIVE. 


WEEK. AT. 4689 


IN, 


er 


Help Wanted—Male 


Seen 


Help Wanted—Male 


it Is Urgent That You Get In 


DEFENSE WORK 


Men 3A-4F-4H and 1C, white or colored are desired for this 


work. 


We are now offering a new low price course in shipyard burn- 


ing and aircraft welding. 


Course completed in 2 to 4 weeks. 


Free placement on jobs in 


southern shipyards or elsewhere. 


Visit us for full details. 


Federal Aircraft School of Welding 


166 DECATUR ST.., 


S. E, 


| Transportation paid. 


__| Help Wanted—Male 


ex- | 


Help Wanted—Female 
WANTED experienced woman 


baker. Steady work. 
APPLY IN PERSON. 


CAPITAL CITY CLUB 


GENERAL MAID and cook want- 
ed for small family. Light work, 
no nights. $10.00 week. Bring 
health certificate and references. 
See Mrs. Cone, 428 Parkway Drive, 
N E., Apt. 1 (cor. Parkway and 
Angier.) 
CHILDREN’S nurse maid, live on place. 
$10 week, care for two children, apply 


in person New Wisteria Garden, 172% 
Peachtree, before 5 o'clock 


WANTED—Good cook and general house- 

keeper for private home; live 
Write Mrs. 
W. Sist St.. Miami 


| Gerrick, 445 

Florida. 
JMBINATION silk finisher and spotter. 

op pay. CH. 1727, 

EXP. cook, gen. 
Refs., health ed. 


Cc 


4 in fs 
CH. 


hsew k.. 4 
_ $10. 


family. 
1550, 
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PULLMAN 
PORTERS 


and 


WAITERS 
WANTED 


| > Byeellent Pay— 


Permanent Job 


Good Moral Character, 
Good Physica) Condition, 
Good Blood, and Able to 
Read and Write Legibly. 


APPLY AT ONCE 


Bring Draft Classification 
Card With You. 


UNITED STATES 
RAILROAD 
RETIREMENT 


BOARD 
135 Luckie Street. N W. 


Don't Apply If Now Employed 
in Essentia) War Industry. 


_42\ Help Wanted—Male 


in. | 
Dave | 
Beach, | 


44 


RAILROAD 
TRACKMEN 


For Work in Georgia, 
Florida and the | 
Carolinas 


EXCELLENT PAY 


NO EXPERIENCE | 
NECESSARY 
18 to 60 Years 


Try 


We will 


ESSENTIAL WAR JOBS 
Free Transportation to 
Point of Work 


VACATIONS WITH PAY 
Free Living Quarters 


APPLY AT ONCE 


UNITED STATES 


RAILROAD 
RETIREMENT 


BOARD 
135 Luckre Street, N W. 


Persons Now Employed in 
Essential! War Lndustries 
Need Not Apply. 


STOCKROOM MAN 
AND 


TRUCK DRIVER 
MUST BE DRAFT EXEMPT 


WAGSTAFF MOTOR CO. 
46 NORTH AVE., N. W. 


Help, Male and Female 45 
CPLE. to live on place, woman to cook, 

clean, do some laundry Man to do 
yard work, heavy cleaning, wait on table, 


Loans on Automobiles - 


Financial 


So Says 
Mr. McCollum 


Do the new withholding taxes 
Just imposed by Uncle Sam 

‘Cause a wrinkle in your pocket, 
Keep you financially in a jam? 


Then Pryor 


come to Twelve 
Southwest 
From nine to five of any day, 
To meet the man who tells Ate 
lanta 


Of “the good ole Seaboard way.” 


us once—and we aren't foole 
ing 


You will be our friend for life; 


|For to please you ever, brother, 


Is our constant aim and strife, 


make the loan that aids 
you 
Over tough hard 
back—— 
Yes, we cheerfully will lend you 
Any present funds you lack. 


spots then 


AMOUNTS up to several hundred dollars. 
Community Loan & investment Corp., 
210 Palmer Bidg.. cor. Marietta & Forsyth, 
21¥ Volunteer Blag.. Second Floor. 
96 Alabama St., 207 Connally SBidg. 
218 Grant Bidg.,, cor. Forsyth and Wai tom 


'LOANS on diamonds, jewelry. Ctl Jwl'ry 


& Loan Co., 141 P'tree St.. N.E. WA. 6828 


LOANS—$50 to $500 Employes Loan & 
Thrift Corb 81 Poplar St.. WA. 5168. 
LOANS, ayable monthly. 


Southern 
Someta ay 6., 220 Healey Bi. WA... 2754, 
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ATLAS 
AUTO FINANVUE CO. 
$25 to $1.000 tn 10 Minutes 
Car Does Not Have to 
Be Paid for. 

No Car Too Old 
No Loan Too Large 
No Balance Too High 
Free—Easy Parking 
Our Own Garage 
“Deal With Home Folks” 


ATLAS APPRAISALS (APPHUXIMATI®E) 
Makte— 1925 1936 1937 1938 1999 1940 1941 
t'ord $150 »22> $275 $350 $425 $525 $700 
Chev 175 250 00 375 47 £4375 #875 
t lym. 24 WO 375 475 375 650 
‘Deviations vepending on Condition of 
Car-——)ther Modeis and Makes 
'n WMropertion.) 
N W 


262-264 Spring St. 
Between Harris and Baker Sts. 


VICTORY AUTO LOAN CO. 


284 Spring St N W Corner Baker. 


—— — SE a 


drive occasionally. Must have good refs. 
and health card. Sal. $110 mo. 
Habersham Rd., CH. 9070. 


EXPERIENCED wool presser, man oF | 
woman. Eagle Dry Cleaners, 429 B'ivd., 

northeast. 

EXP. 
captains. 

hotel. 


COUPLE, general house and yard work. 
Nice room, meals, $90. DE. 0622. 


GooD maid and butler. Good 
907 Peachtree Street. 


Situations Wtd.—Female 
FOR cooks. maids. practica : nurses, but- 
lers. any type help. RA. 8718 Acwood 


COLORED practical nurse. Day or night 
duty. AM 3072 between 9 and 5. 


waitress and dining room 
Biltmore 


waiter, 
Apply Timekeeper, 


salary. 
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LARGE CITY CLUB 

REQUIRES services of one good second 
cook $135 per mo.; one gvod fry 
cook, $125 per mo.; one good pastry 
cook, salary open; 2 dish washers, 
$60 per mo. Permanent positions; 6- 
day week; good hours, meals and 
free uniforms. Contact steward dept., 
AT, 3743. 


WE CAN use additional colored workers, 


ployed in essential industry. Permanent 


| work, time-and-half over 40 hours. Apply 
| at Distribution Dept. Office of Gas Com- | 
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pany, 1240 Caroline St. (off Moreland. 


Moreland and DeKalb), 


EXPERIENCED WOOL PRESSER 

5-DAY WK.; good salary: short hours: 
cool 
Apply 
Laundry, 


plant; 
in person Mr Morell, 
664 West Peachtree. 


FREE RENT to reliable, single, settled 
colored man, good furniture, room 
basement, lights, bath, etc.: also smal] 
salary for 2 hours’ 
fire furnace in winter, bring references. 
Apply now, 690 West Peachtree Street. 


a ee ee ee eee 


FOUNDRY WORKERS WANTED 
MU“T BE DRAFT EXEMPT AND PHYS- 

ICALLY FIT, HIGH HOURLY RATE| 
TO BEGIN. APPLY $42 SPRING N. W.. 
FROM 8 A.M. TO6P M. 


ICALLY FIT. HIGH HOURLY RATE! 
TO BEGIN. APPLY 542 SPRING, N. W., 
FROM 8 A. M. TO 6 P. M. 


WANTED AT ONCE—CURB BOYS AND 
BUS BOYS DAY OR NIGHT 


SITY, 61 NORTH AVE. 


LEARN aircraft welding. 
a Schoo: ot Welding. 
a Atlanta, Ga. 


OLORED MEN IN 4-F_ 
CALL JA 2411 about free training for 
_ highly paid war job. 


EXPERIENCED finisher, good pay. 1396 
‘tree, Pershing Point Shoe Shop. 
PORTERS window cleaners ‘Apply 6% 

Broad St N W 
SHORT ORDER cook, 6 days, _ 48-hr. 
week. No Sunday work Apply Post! 
Exchange, Fort McPherson. 
CAR washer for trucks. Apply 165 Bai- 
ley St., S. W., Atlanta ita Baking Co. 
HOTEL breakfast cook. $11 mo., room, 
board. 75% Hunter St. 


EXP. DISHWASHER 
APPLY 505 PONCE DE LEON. 


Federal 
ai 166 Decatur 


health card, 


$10 


~ DEL LIVERY BOY WITH BICYCLE 
MILLE 64 BROAD ST. N. W 
| WANTED” First-class wool presser. Sal- 
ary $25. RA. 7521. 


A 


Help Wanted— -Male 


: 


| 


} 


who are draft-exempt and not now em- | 


one block south of railroad crossing ai | 


| 


g0cod working conditions. | 
Superior | 


Business Opportunities 


Financial 


50) 
FOR SALE or trade or good car. Metal 
garage building. cement floor, on leased 


'ground. 27 Hunter St.. ground rent $10 
/per month. JA. 9349 or WA. 3483. 


PRINTING equipment, complete shop, 2 
presses, $500, terms M Us Abbott, 
Dunwoody, Ga. Phone Roswell 2131. 


RESTAURANT for sale, Good location 
IlIness reason for selling JA. 8416 


FOR SALE— 
ness. 184 Forsyth St. 
Loans on Real Estate 


HOME LOANS S$ FEDERAI PLAN 
Consult Us Gefore 
BUILDING. BUYING, REFINANCING 
REPAIRING. MODERNIZING 


No Application Fee-—No Ubligation 


Atlanta Federal Sav & Loan Assn. 
in | Ground Floor | ~ 
work early mornings, | 
|WA. 


| 


| 


| $300 UP. 
FOUNDRY WORKERS WANTED) 
MUST BE DRAFT EXEMPT AND PHYS- | 


| LONGER term. 


WORK | 
ALSO WEEK-END WORK THE VAR.- | 
N. W 


Air- | 


| 
' 


| 
| 
| 


flelp Wanted—Male 


22 Marietta St SGldg 


ee ee <a ee eee 


IS LOAN on your home expiring? See 
us about renewal at low interest rate 
1511. J. H. Ewing & Sons. 


ee 


[ST or 2nd mort loan Repaire and tm- 
prov.. refinanced WA 1371 Citizens 
Loan & Sec Co.. 514 C & Ss Bank Bidg. 


REPAIR NOW 
No commission. 6% and 17%. 


American Savings Bank, 140 Peachtree 


HOME BUILDING & LOAN ASSN. 
33 Forsyth’ St. N W MA. 9932 


ee oe 


|STANDARD Federal Sav. “jie » Ass'n. Ga 


Lobby Healey Bidg.. MA 


smaller payments, 
442% up; 48- -hour service. 


lower 


int., A. ; 
Purchase ‘Money Notes _ 54 


FIRST mortgage purchase money notes 
_ bought. American Sav. . Bk., 140 | P’tree 


Financial 
~~ Compare Costs and Borrow 


AT 
Get $350.00— 12 payments $27.50 
7 250.00—~— 22.92 
200.00— 
150.00— 
100.00— 9.17 
50.00—10 5.42 
OR borrow any amount frorn $20 to $300 
and pay straight 1% pe’ cent a month 
interest or the unpaid balance only No 
nes. No fees Ne deductions Loans 
on furniture, plain notes and indorsed 
notes. 


Under supervision of 
State Banking Department. 


MASTER 
LOAN SERVICE 


12 Heatey Sidg. _ a 2377 


a 


ee — mm ee em 
_ 


Draftsmen or Cartographers use drawing instru- 


| ments and LeRoy lettering set to draw 


Senior Tool Designers 
Tool Design Engineers 
Statisticians 
Cost Estimators 


Plant Layout Engineers 


charts, graphs, tables, etc. 


Too! and Die Makers 
Machinists 
Machine Too! Operators 
Too! Grinders 


Cutter Grinders 


Senior Time Study Men 


Must qualify under War Manpower Commission regulations. 


Apply: 
Employment Office 


BELL AIRCRAFT CORPORATION 


7 Rhodes Center, North, Atlanta 


or 


BELL BOMBER PLANT 


Marietta 


2750 | 


-Restaurant owe busi- | 


62. 


. 3465 | 


57 
MASTER LOAN SERVICE! 


18.34, 
13.75 
| GOLFERS. 


COMMERCIAL AUTO LOAN 
113 Soring st N W IA O43 : 
Salaries Bought 61 


~ Special Attention Given Ladies. 
Application by Phone 
216 and 218 Peachtree Areade 


NU-WAY WA. 5369 


—_ 


| 


ee 


Livestock 
Baby Chicks 


BABY CHICKS 


COME TO 


BLUE RIBBON 
HATCHERY’S 


New Place for Finer Chicted. 
REASONABLY PRICED. 
Watch for the Blue Front. 
Feeds—Medicines— -Suppiies. 


111 FORSYTH ST., S. W. 


WA. 3553 


Assorted Chicks ‘ 100) 810 95 
White Leghorn as natch 

White Leghorn oullets 
|White CLeghorn oure Hanson 
|Hanson Leghorn oullets $2 
ALSO hatching ai) copular heavy breeds: 

60,000 hatching weekly A State 
riatchery 128 Forsyth St Ss ws vith 


| MONEYMAKER_ chicks for more profit, 
Hatcheries, 139-141 Fore 
syth St.. S. W MAin 1152 
| EMBRO-FED chicks nave 
Schaftne tatchery Boz 


Southeastern 


ay ‘head e a start. 
oO. Atlanta 


Poultry 


16 LAYING hens—16 April, 


_Leghor n pullets— 2 roosters. 
Cattle 


2 CATTLE SALES - weekly. Tuesdays ara 
Thursdays, 1 p m Ragsdale-Lawhon- 
Weill Co., National Stock Yards, Atlanta. 


Dogs 


FOR KENNEL DIRFCTORY SERVICE 
cali H. G Hastings. WA. 9464 


"G3, Waite 
MA. 4811. 


Horses 


'4-YR.-OLD roan saddle mare: will work: 

cart and harness. Call DE. 7439 after 

Pp. m. 

'SADDLF h horses. work horses. 

_mujes D P Moore. 89) 
Goats 

TWO fine Toggenburg milk goats. 

BE. 2098-J 


ponies, 
Flat Shoals. 


s. Call 


“i iscellaneous 


2 MILK ‘tows. 


1 horse, 2 mules. 30 
CR. 1741 >i 7 


DE. 2174. 


"Rerchandise 


Miscellaneous for Sale 


68 


15 matched sets and 200 odd 
clubs and bags New and used. $1 25 
to $5 each Citizens Jewelry and Loan 
Assn.. 195 Mitchell St 


LIMITED NUMBER USED FROZEN 
FOOD CABINETS, CHARLES S MAR-~ 
2245 


rIN co. VE 

3 NEW portable radios. 1 used portable, 
Automatic Novelty Co., 193 Trinity 
Ave., Ww. 

SAUSAGE grinder, 
daire. filing register 

tion apply 706 Hil) St., 


meat i slicer. Frigt- 
etc For tnforme- 
LaGrange, G Ga. 


ae eee = ~~ 
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Ee 


Help. _ Male and Female 


I a eR ~~ ~ — 


JOBS 


$102 PER MONTH 
WHILE TRAINING | 


For your career in Aircraft 
maintenance and repair 
work. 

MEN (Draft Free) 
WOMEN (18 to 45) 


and not employed in essential 
industry. 15 weeks Training 
in Nashville, then transfer to 
Southern air base at an in- 
crease in pay. 


Interviews under the 
supervision of 
United States 

Employment Service 


Of the War Manpower 
Commission 


At 
ATLANTA, GA. 
191 Marietta St. 
Aug. 19, 20, 21, 23, 24, 25th 


Constitution Quiz 


1. How long did the cam- 
mm in Sicily last? 
Who discovered the 
of gravitation? 

3. Who is the uthor 

ride and Prejudice’’? 

4. Are the autogiro and helli- 
copter the same? 

5. How long did Lindbergh's 
first transoceanic flight take, 
$7 hours, 33 hours, or 64 hours. 

6. What is a genre painter? 

7. What is the first day of 
Lent called? 

8. What is agnosticism? 

9. What does the geographic 
term, Australasia; indicate? 

10. Who was the Greek god- 
dess of wisdom? 

(Answers Below.) 


law 


of 


Merchandise 


Miscellaneous’ for Sale 


LARGE SELECTION 
CIRCULATORS 


FRANKLIN HEATERS 
Rationing Begins August 23rd 
Get Yours Today 
Easy Terms 


STERCHI’S 


116 WHITEHALL ST. 


Stee] Safes—Burgia: Proof Vaults. 
COMPOSITION SHINGLES & SIDING. 
ASBESTOS ROOF COATING. S0c GAL. 

CALCIMILNE. 6c LB 
PAINT, $1.00 Per Gallon 
ROOFING, $1.00 hd Roll 

Walipa Tiuleboard as oors. 

ACOBS SALES CO. sete 


45-47 Decatur St 8. E. 


NEW PLUMBING REPAIR PARTS 
USED PLUMBING FIXTURES 
NEW AND RECONDITIONED PIPE 
WHOLESALE RETAIL 

SHOW CABINETS 
COMPLETE—NO PRIORITY NEEDED 
STEIN STEEL AND SUPPLY CO. 
295 DFA ATUR_ ST JA, _ 2110, 
OFFIC Fr FURNITURE. We have meny 

good velves tn new and used office 
furniture eat our warehouse at 47-49 Nortb 
Pryor street. 


Horne Desk & Fixture Co. 


LUMBER FOR CHICKEN 
HOUSES AND REPAIRS. 

JONES & HARDIN, 612 NORTH 

AVENUE, N. W. MA. 1107. 


BEST LUMP COAL 
CINDERS FOR DRIVES 
JONES & HARDIN MA, 1107 


BEST CINDERS FOR 
DRIVEWAYS. CALL JA. 1268 


BARTELL’S Army Store—Tents, cots, 
tarpaulins: all kinds harness and sad- 
dies. JA. 0377 80 Alabama. 
ICEBOX “coolerator, || 100-Ib. cap. Studio 
couch, ii chat with Ottomon; desk 
chair. sofa bed, ae bed and mattress, 
am. gas stove. No dealers. AT. 1518, 
GPALDING matched registered set irons, 
and canvas bag. Cost $68 without bag, 
eell for $20.00. Suitable for jady. VE. 1633. 
BEWING sachi ine, 107-W-3 | type, - $130. 
Also Ty} e 700 Addressograph, $75. 
Accress L-99, Constitution. 


~ SINGER SEWING MACHINES 
FOR RENT. 
BERNARD BERGER, JA. 5807. 


CALCH 1INE—5 ibs. white, 40c. Garden 
seed, paints, etc.; bargain prices. 
WATSON & CO., 9 S. BROA D ST. 

ARMY and Navy personnel, _ buy your 
family a 7 cu. ft. de luxe Frigidaire 

on priority. $1623.30. Hi gh’s 4th Fl. 


JUST RECEIVED LARGE CAR NO. 2 
shop HAY. JA. 4664. 


GIRL’S 20-IN. BICYCLE. GOOD CONDI- 
TIC 4 $15. HE. 0464-R. 


UNFINISHED lawn chairs, "$2.95. 
ictidn, 157 Whitehall St. 


. sideboard, marble top cherry 
Cooper's, -94 Ala., MA. 0440. 


Universal range for sale. $50 
$353 


68 


~ Gate 


ANTIQN 
po 8 TRIC 
Cac W A 
$} gallon and up. Also all 
ds of tools 763 _Marietta. 
OWCASE, 64x24 
| CASH. 962 PEACHTREE’ 
“USED DOORS AND 
ATERIAL. JA. 
NEW-USED fixt¥res. Hotel & ecemoararies 
r Co., 332 W. P’tree. WA. 17451. 
S]1 “GER elec. portable. almost new. Sew. 
Mach. Shop 167. W ‘hall. WA. 7919. 
GEORG! A A REMNANT co. (Wholesale). 
Dry goods and notions. 199 Pryor St. 
l%e-HORSE POWER  COMPRESSER. 
COILS. DISPLAY CASE. RA. 2421 


PA INT - 25 


CHEAP 
FIRE BRIC 
BUILDING 


Answers to 
Constitution Quiz 


38 days. 
Sir Isaac Newton. 
Jan 1e¢ Austen. 


hour 

ainter who deals realis- 
with everyday life. 
h Wednesday. 
fession of ignorance 
ralia and the adjacent 
tanaina New Zealand 
smania. 
10. Athena. 


Financial 


| Quit Easy 


$30 to $1,500 
On Short Notice 


On Automobiles, Furniture, 
Notes, Business Equipment 
and Other Securities. 
Repayable Monthly. 


Phone or See 8. L. Lassiter or 
D. E. Blankenship. 


SOUTHERN 
DISCOUNT CO. 


220 Healey Bldg. WA, 2756 


Loans, Personal Property 60 


—_—__---— —— 


LOANS o 


Diamonds & Jewelry 
High Appraisals 
Central Jewelry & Loan Co. 


147 P’tree. N. E. Cor WHouston 
WA 6826 


". | 67 Forsyth St., 
| orice A GHINES _ Rentals, repairs 


o7 | 


| Call Atlanta Gas Light Company. 


| USED clothin 


| 3061 


Merchandise 


Merchandise 


Miscellaneous for Sale 68 

SAFE, exhaust fan, small fan, , add, mach. 
Cash register. Carroll, WA. 

SIMPLEX electric ironer. Foctact nai. 

tion, $65. HE. 0929-J. 

SHEETING. draperies, bed asing. dress dress 
prints. MILL END STORE, 


EBERHARDT gon oe piano, 
one? tone, case, 


teed cond nd. 


HE. 
CADET HEATER with 30-gallon water 
tank. MA. 0985. 


NEW and used restaurant fixtures. Acme 
Fixture Co., 289 Ivy St. JA. 3911. 
69 


Machinery and Tools 


1 FRICK sawmill, complete, in A-l con- 

dition, with International-Pique 40 mo- 
tor, Frick engine, No. 0 mill, 25-foot car- 
riage, 4 head blocks, belts. cant hooks 
and snaking dogs. Price §2,000 cash. 
+ ag pean . F. D. No. 3, Douglas- 
vile, a. 


Ll FORDSON tractor, complete with 

equipment, 2 bottom plows and 1 a 
& Ogg harrow. May be seen 
farm near Douglasville, Ga. Pric ‘31. 100 
cash. Glenn Florence, R. F. D. No. 3, 
Douglasville, Ga. 


Wanted To Buy $1 


WE BUY ANYTHING. FROM ATTIC TO 
OUR BASEMENT, AND SELL EVERY- 
rHING. MAULDIN GAN CO., JA. 6667, 
WANTED—MEN’S OXFORDS. 
E PAY GOOD PRICES. 
8. & B. SHOE CO., 194 DECATUR, __ 


ae ee 


WANTED—USED WARDROBE 
PARKINC AND STEAMER TRUNKS 
OTHER LUGGAGE. JA. 7233. 
TURN your old furniture into cash 1 
quick a calling cAMGpS TURNITU 

CCMPAN 

DAVISON’'S = — 10-in records. 2c; 
12-in records. 5c Columbia, Decca, Edl- 

son, Okeh not included. 4th Fl. Davison. 


WILL send buyer with cash for used 
furniture and stoves. JA. 4411. 

FOR MUSICAL INSTRUMENTS. 

TTER’'S, 46 AUBURN AVE. 


MUST have gas or electric stove and 
some furniture. No dealers. AT. 5776. 


good condi- 


CASH 
RI 


WANTED—Baby taylortot, 
tion. CH. 2760. 

OLD or broken records, all but Columbia 
or Edison. Rich’s 6th Floor. 

WANTED—Any kind of musical instru- 
ment. WA. 7911. 195 we at 


FOR SALE — Caterpillar-Diesel 
unit, 120 h. p., good as new. 
Smith, Thomaston, Ga. 


Coal and Wood 71 


ABOUT 300 cord pine wood limbs and 

tree tops. Left from saw timber near 
Villa Rica, Ga. Call E. 3468 after 
6:30 p. m., 


Diamonds, Jewelry 


DIAMOND 


LOAN FORECLOSURE 

LOAN NO. 58098—MAN’S diamond ne 
weighing approx. 2% carats. Beautifu 
fiery gem, fine American cut. Very slight 
imper ection. $1,000 value. Foreclosed, $585 
— NO. 5045—LADY'S diamond ring. 
Sagres. 2 carats. Absolutely perfect 
and flawless, Exquisite tailored solid plat- 
inum mounting with 4 meses side dia- 
monds. $1,150 value. Forec $690 
WRITE FOR sees 5 FORECLOSURE 


CITIZENS ‘LOAN & 
JEWELRY CO. 
WA. 7911 


198 MITCHELL ST. 


VIAMONDS UNREDEEMED—BARGAINS 
Dobbs Jewelry & Loan Co... 133 W'hal) 


Household Goods 77 


STORAGE lot of fine furniture. 2-pe. 

maple living room suite, maple bedroom 
suite with box springs. Large maple 
dropleaf table, Simmons Hollywood box- 
spring and inners as mattress, also box 
ends, pillows and slipcovers. Full size 
boxspring on legs and innerspring mat- 
tress. 9x12 Cmeneee ,_oeren rug. Philco 
cabinet radio, HE, 

Kimbrough 8 acl oa Mart—HE. 3130 


NEW AND USED age mnie, 
Genuine walnut marble tp Seageer. O80 
iving Room Suites ith REE . 
EXPERIENCED A 32) A te * 
ATLANTA FU 


pee od 
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RNITURE 
aon Whitehall. 
agic ee a range, table 
top, practically new, Can be seen 
from 4 to WwW. D. ae 14 Lawry- 
town, Bolton read. near Riverside. 
A REAL BARGAIN—Brand-new bedrm. 
suite, walnut poster bed, vanity, chest. 
$67.85. Sou. Furn. Co., 165 Whitehall. 
SPECIAL Hoover cleaner complete with 
attachments =" guaranteed. 118 
10th St., N. & AT. 8776. 
SCRE — or trade. Lamar 
Johnston Furniture Co. 457 Edgewood 
Ave., S. E., at Boulevard. WA. . 
SIMMONS _Innersprin Studio couch, 
$39.50. Oak office desk, $15. VE. 2537. 


AUCTION SALE—Antiques, Thursday, 
10:30 a, J Thieves’ Market, 


Aug. 26, 
78 


639 Spring St., 

Musical Merchandise 
RECONDITIONED ‘-UPRIGATS. 
$95, $115, $125. $145, $175. $225 
Baskette Piano Co., 54 Auburn Av 
EXPERT Violin repairing: reasonable 


rates; work guaranteed. Cable's, 235 
P’ tree. 


BAND, ORCHESTRA INSTRUMENTS. 
_ Repairing. Ritter’s, 46 Auburn Ave. 


Typewriters, Ofc. Eqpt. 80 
i She beara repaired, serv- 
cea. 
AMERICAN WRITING 
MACHINE —tige de 


Division of Fa ton 
one wat “3376 


6-BURNER 


rented, 


Deans Co.. 56 N. Pryor 


HAND-FEED A.' B. Dick memeograph 
machine. Good condition, Call WA. 4073. 


SEWING machs. dough aired 
Sewing Mach. Shop, ! we all. WAT 1919 


HOUSEHOLD furniture, stoves, etc. King 

Furn. Co., 55 Auburn, cor. Ivy. WA. 8361, 

BEST prices for adding machines and 
typewriters. Durretts. MA. 2997. 

WE BUY USED FURNITURE. 
Stern Furn. Co., 336 Peters St. MA. 6403. 
WANTED—Gas rane, oven control, good 

condition. CR. 4259 
WILL PAY CASH FOR USED 
BICYCLES. VE. 2237. 
WE PAY higher cash prices yous 
stoves, used furniture, radios WA. 89. 
CASH for good | ae songs and living 
room suite. MA. 
CASH immediateiy tor “7 inet piano, Call 
Miss Ewing, MA. 0131 t efore 5 o'clock. 
ELECTRIC MOTORS, ANY SIZE. 
3604. 2095 JONESBORO RD. 


PAY cash for broken watches for parts 
needed. 58-60 Decatur St. JA. 6883. 


MA. 


Movers 


Moving and 1 Storage 


Clark’s Transfer Service 


LARGE, smal! vans, $1.50 room up, Ex- 

perienced men, plenty pads. low rates 
on storage and ioca]) moving. “Tee esti- 
mates. afe ae. Try us. . 3461; 
night, MA. 3569 


LARGE new de iuxe furniture coaches to 
and from N. Y¥., Washington. Chariotte, 
Jacksonville, Miami. Tampa and other 
potas. Experienced men, fireproof ware- 
ouses for Corese.. Suddatb Moving & 
Storage Co. WA. 67 
LOADS or part ee = and from Rich- 
mond, ashington, Philadelphia or 
Cumberland, Md., Aug. 16-19. WA. 1412. 
CONSOLIDATED VAN L LINES. 


VANS to-from N. Mich., oe Louisi- 
ana, Fla.. ots. en route. White. VE. 9602. 


84 


Rooms for Rent 
Rooms With Board 


85 


PRIVATE HOME; WH .?7 me MEALS; 
REASONABLE. MA. 1917 


EXCELLENT MEALS. near 2 car lines. 
DE. 3376. 


ROOMMATE—YOUNG LADY, ADJ. 
BATH, EXCEL, MEALS. VE.’ 3780. 


113 6TH.—Nr. P’tree. Comf. rm. for | two: 
meals, all convs. VE. 8618. 


982 ADAIR AVE., N. E.., 
girl, adj. bath. VE. 6361. 


1801 P’TREE RD.—VACANCY FOR : 
GENTLEMEN. GOOD FOOD. AT. 5863. 


ee eee 


635 BONAVENTURE, half bi. F. ide Leon, 
Vacancy 2 gentlemen HE 


1305 McLENDON, N, E. Vee 2 busi. 
people. Pri. home. Convs. DE, 8777. 
87 


Hotels 
BYRON APT.-HOTEL 


ROOMS, apartments. Reasonable rates. 
West Peachtree St. 


WYNNE APT. HOTEL. $1 & $1.25 day; 
sgl.; $1.50 & $2 day dbl.; $5 & $8.75 w 
Apts. $10 wk. 644 N, Highland. HE, 4040, 
GRAND HOTEL—75% Pryor, N. E. JA. 
6700. Outside rm., $3.50-$4 sgl; dbl. $5-$6. 


Hetele—Colered 


WEEKLY rate reasonable. Hotel 
648 Bedford Pil.. N. E. VE. 8921. 


Rooms—Furnished 89 


choice rm. for 


Mack. 


TYPEWRITERS FOR RENT 
A. E. Luke. 184 Mitchell St, JA. 7444 


Wanted To Buy 81 
WE PAY CASH' 


For al) kinds of household goods 
If You Want More 
For Your Furniture 
And Courteous Attention 


Call 
UNION 
'FURN ITURE EXCHANGE 


145-147 MITCHELL ST.. S. W. 
JA. 1601-2 


606 P’KWAY APT. 6—Lg. comf. rm., 
oar rent. Conn. bath; gentleman. VE. 


EMORY section, comfortable room, ad- 
er bath. WA. 2171 after 6 p. m. 
DE. 3832. 


MASTER bedrm., single rm., adj. priv. 
shower. Twin beds, Priv. phone. 


stops door. .3 gentlemen. CH. 1367. 


Bus 
DECATUR—1 furn., 1 artly, conys.. L Re 
ilige kitchen and brkfst. rms. 


ATTRACTIVE front bedroom. conn. bath; 
convenient to Ft. Mac. AM, 2341. 


— ee 


PENN AVE.—COMFORTABLE SINGLE 
M,, G GENTLEMAN, VE. 8068. 

1422 WEST PEACHTREE--ROOM, AD- 
JOINING BATH. VE. 0924. 


WANTED . 
HOUSEHOLD GOODS 


LIVING room, dining room, bedroom and 
kitchen, A mina ny piano, etc. 


mn See 
Furniture 


BASS FURNITURE CO. 


MAin 6123 142-150 Mitchell 6t. 


IF YOU HAVE USED GAS APPLIANCES 


in your home that you do aot need, 
you should be aiding the war effort by 
selling them to homes now in need of 
them. We have numerous riggmmgy * on 
want such equipment, and we 
giad to put them in touch Sa you. 
Ext. 251, and list them for sale. 
HOUSEHOLD FURNITURE 
STOVES, RADIOS, ICE BOXES. 


HIGHEST CASH PRICES PAID. 
NEW DEAL FURNITURE CO. 


8051, 


JA. 4966. 326 PETERS ST., S .W. 


WAN TED 


_ shoes and anything 
of value. 1618. 


| MERCHANTS SALVAGE CO. 


/ 163 Edgewood 


462 Edgewood 


Used Clothing Buyers 
PEACHTREE Rd. Ch. 9417; 151 
2323: 240 Pied- 


Sycamore St. Dec. CR. 
mont ave. MA. 7957. 


CASH FOR USED 
BICYCLES. RA 4154 


WANTED—SEVERAL DIAMONDS, FROM 


4, CARAT TO 5 CARATS. WILL PAY 


7911. 195 MITCHELL, 


HORNE DESK & FIXTURE Co. 
PAY highest cash prices for used desks, 
chairs. files, safes and other office 
equipment. WA. 1463. 


ee ee re ~~ —_—_—- 


PAY cash. for Grands, ‘Spinets, 
Upright Pianos. MA. 9067, 


ADDING MACHINE, SAFES. CASH 
REGISTER, SMALL SIZE PREFERRED 
PAY TOP PRICE. JA. 5870. 


PIANOS—WILL PAY CASH FOR TEN 

GOOD USED GRANDS. SPINETS, 
STUDIO AND UPRIGHT. CALL LANIER 
OR CAMPBELL, WA. 6866. 


WILL pay ceiling price for electric re- 
frigerator in A-l condition. MA, 4610 
evenings. 


'TOP CASH PRICE. 


WA. 


ee 


Wa anted To Buy 81 


Wanted To Buy 81 


RICH’S WILL BUY 


Your Old or Broken Records 


10-in. Solid Records, 2c each 
12-in. Solid Records, 3c each 
Broken Scrap and Bulk, 4c Ib. 


Wanted at Once! 


All Records 


Except Edison or Columbia 


RICH’S RECORD BAR 


6TH FLOOR 


2 CONNEC. rms., pri. bath, twin a 
all convs., walking dist. HE. 6595-M 


972 JUNIPER ST., lovely front room, va- 
cant Sept. 1. Men only. VE. 1561. 


599 PONCE DE LEON—Roommate for 
young man. Lav. in room. VE. 1818, 


N E. SECTION, ATTRACTIVE ROOMS 
NEAR TRANSPORTATION, VE. 6433. 


Rooms—Unfurnished 90 


594 CULBERSON, S. W., large room up- 
— storing furn. Owner’s home. 


LAKEWOOD HEIGHTS, 2 UNFURNISH- 
ED ROOMS, LIGHTS AND WATER, 
$18. WA. 4356. 


Housekeeping Rooms Fur. 94 


963 WASHINGTON—3 rmas.. yhicely ft furn., 
lights, water; $5.50 wk. 


Real Estate—Rent 


Apartments—Furnished 100 


COLLEGE PARK—5 rooms, close to air- 
port; % block school. Gas floor fur- 
na@es. 215 Madison St. 


161 MERRITTS AVE., small steam-heated 
apt., everything furnished. VE. 7422. 


Apartments— Unturnished 101 


826 PEACHTREE ST.—Bachelor unit, bed- 
room and bath. Dining room, elevator 
service $35 unfurnished. Draper-Owens 
Co,, WA. 9511. 
915 RIDGE AVE. 2 UNFURNISHED 
wee $9.00. HUIET WILLIAMS INC. 
MA. 898 
ee your property rent. or rer 
HUNTER REALTY CO. MA. 9860. 


Office and Desk Space _ 115 


OFFICE space available in the. Mortgage 
Guarantee building. Carnegie and Ellis 
WA. 0636. 


Desirable offices. P’tree Arc. Rates reas. 
GARLINGTON-HARDWICK CO, MA. 6213 


PHONE AND MAIL SERVICE. WA 1693; 
ie | CHOICE res 


600—22 MARIETTA BLDG. 


SMALL “office in suite - nominal rental, 
432 P'tree Arc ade Bldg. ae. 
117 


Suburban for Rent 
Lawrence- 


3- -RM -Bath duplex, city “Cony., 
ville Hwy., near Lawson Hospital, WA, 
3237 from 9 to 4 p. m., $18 month. 


—_—— + o— 


SMALL cottage ‘for rent near Bell Bomb- 
1562. 


er. BE. 
Wanted lo Rent 118 
GEORGIA manager of chain store or- 
ganization just moved to Atlanta, wishes 
to rent unfurnished 3-bedroom house, 
Telephone A. V. Marshal) at JA. 4714, or 
write care Emery Stores warehouse of- 
fice, 2nd floor, 210 Edgewood Ave. 


WILL TRADE FOR RENT 5-RM. HOUSE 
MEMPHIS COMP. FURN. FOR ONE 

HERE AT SAME RENTAL BASIS. VE. 

7291. 

CONSTANT DEMAND FOR HOMES AND 
UPLEXES. LIST YOUR VACANCIES 

WITH US. WA 2162 

LIPSCOMB-ELLIS CoO, 


WANTED—5 or 6-room house unfurnish- 
ed, South Side, close to car line; adults. 

CA 660. 

WANTED—5 or 6-rm. furnished or un- 
furnished bungalows. WA. 6655. 


Real Estate—Sale 


Houses for Sale 


North Side 


HARDENDORF AVE., N. E.—Attr. 5-rm. 
h., $4,900.50; $40 mo. HE. 1177, DE. 6805. 

ANSLEY PK.—2-story. 4 bedrooms, . 2 
baths, $7,500. Nutting. WA. 0156. 


120 


| Owner. 


Real Estate—Sale 
120 


Houses for Sale 
North Side 


HABERSHAM ROAD 


REDUCTION on price of this handsome 

home. Possession Sept. lsat. An unu- 
sual house; English type; 4 bedrooms; 
large living room, den, powder room, 
modern large kitchen, complete basement, 
garages, laundry; no furnace. Near 
Peachtree Road. —— at $28,750. Call 
Mr. Wooding, WA. 


NEAR GARDEN HILLS 


5-ROOM wide-board, cheerful living 

room, 2 bedrooms, 1 bath, large attic, 
coal furnace, elevated wooded lot, near 
bus line and stores: needs redecorating, 
but a good buy at $4,750 on liberal terms. 
Call Lynn Fort, WA. 5477; at night, HE. 
1239. 


ADAMS-CATES CO. 


“Create an Estate” 


Lovely White Brick Home 
4 Bedrooms, 2 Baths 


VACANT NOW. Can be used as 3 bed- 

rooms, 2 baths and den. Has entrance 
hall, living room 15x25, dining room, 
breakfast room, tiled walls in kitchen, 
double garage attached. Gas air condi- 
tioned heat, servant's bath, laundry 
trays, paneled room in ‘basement. Wood- 
ed oabnar lot only 2 blocks of Peachtree, 
overlooking Brookhaven golf course, Can 
be handled with $2,750 cash, balance $100 
er month. Harvey eit CR. 2008, 
ome; WA. 9511, offic 


DRAPER-OWENS CO. 


Realtors. 


WEST OF PEACHTREE 
IMMEDIATE OCCUPANCY 


LOVELY home, lower floor consists of 
cathedral living room, mezzanine dining 
room, large breakfast room, thoroughly 
modern kitchen, large panelled den; 2 
bedrooms and bath, bunk room with 
bath on second floor. Beautiful open as 
race facing landscaped a. ayli 
basement, automatic gas heat, laundry 
trays, shower, and garage. Guest Souae 
in rear. Price less than $12,000. Terms 
arranged. For full information = Mrs. 
Shackelford, WA. 2162 or WA. 


LIPSCOMB-ELLIS CO, 
~ ANSLEY PARK 


LOVELY 6-room red brick bungalow, 
Elevated lot, with plenty of shade trees. 
Entrance hall, big living room, dining 
room, breakfast room, kitchen, 3 bed- 
rooms, plenty of closets. 
Basement with outside entrance. Gas 
furnace, automatic hot water, insulated 
and weather-stripped. Most attractive 
price. Substantial cash payment, balance 
easy. Call Huie Lamb, CH. 0701 or WA. 
2649. 


LAMB REALTY CO. 
BOLTON ROAD 


FIRST house west of underpass. Nice 

3-bedroom, 2 baths, living room, dinin 
room, large breakfast room, table an 
seats permanent. Lot 140x425. Nice shade 
trees. Servant’s house, now rented. Steam 
heat. This property is a bargain at $8,500, 
substantial cash payment, terms to suit 
buyer. For full particulars call Mr, Bar- 
field, JA. 4700 or MA, 6370. 

SEE SIGN ON LOT 


D. L. STOKES & CO, 


MORNINGSIDE 
MOVE RIGHT IN 


PRETTY 6 and breakfast room red brick, 

3 bedrooms, 1% baths. Well developed 
lot, all fenced in, 14% blocks to bus and 
stores. Large cash payment required to 
handle. Also have 4-bedroom brick for 
$13,500. To inspect, call Roy Holmes, HE. 
3680, WA. 9511. Exclusive. 


DRAPER-OWENS CO. 


Realtors. 


33 PARK CIRCLE 
IMMEDIATE ‘POSSESSION 


OWNER transferred: 2 bedroom, den, 
brick bungalow in good _ condition. 
Move right in: 2 blocks to bus; near R. 
L. Hope School. Price $6,950, substantial 
cash payment, balance $40 month. Francis 
Spears, WA. 9511, CH. 9037, exclusive. 


DRAPER-OWENS CO. 


Realtors 


~ JOHNSON ESTATES 


PRETTY six and breakfast room red 

brick, 3 bedroomas 2 baths, insulated, 
weatherstripped. Gas furnace, daylight 
basement with laundry and “servant's 
toilet. Pretty lot. Only $10,500. Large 
cash payment eS omg Call Roy Holmes, 
HE. 3680, WA. 951 


DRAPER- OWENS CO. 


Realtors 


6-ROOM BRICK—1 YR. OLD 


LARGE LIVING ROOM, dining room, 

modern kitchen, inlaid linoleum, 3 bed- 
rooms, one all-tile bath with shower over 
tub, big daylight basement, gas furnace. 
Basement garage with overhead door. 
Shady lot, east front. Possession imme- 
diately. Substantial cash necessary. Ex- 
clusive. O. B, Jacobs. HE. 3681 or WA. 
7991. Jacobs Realty Co, 


CLOSE TO PEACHTREE 


3 BEDROOMS, 2 tile baths, large living 

room, dining room, tile kitchen, weath- 
er-stripped, gas heat. This lovely brick 
located on level lot with 100 ft. frontage 
must be sold. Possession in 30 days. 
Better hurry. Call Scott Edwards, WA. 
7991. Jacobs Realty Co. 


GARDEN HILLS SECTION 


CORNER lot, @-rm. house, 3 bedrms., 1 
bath, stoker heat, 2-car gereee- rt 
poeneen on. wo Ist. ice $8,5 
es, 


WALL REALTY CO. MA. 1132 


FOR SALE OR TRADE by owner, 10- 

room Atkins Park home; 4 bedrooms, 
sleeping porch, inclosed sun room, 2'% all- 
tile baths, tiled kitchen; insulated and 
weatherstripped: steam stoker heat; auto- 
matic hot water; daylight basement; serv- 
—_ room; double garage. Phone VE. 
9858. 


NELSON FERRY ROAD > 


BEAUTIFUL, modern, new FHA financed 
6-room, breakfast room and den. Attic 

may be converted into 2 full-size rooms 

me “alteration, on Will C. Stokes, CH. 
1701 


apt. 


Large attic. | 


Real Estate—Sale 


. 
Houses for Sale 
Decatur 
CAN’T BEAT IT 
PRACTICALLY NEW 3-BEDRM., 2-bath, 
breeze-way to attached garage, 4-inch 
insulation; gas heat, nice lot, new section, 


2% blocks bus; only ys if act quick. 
Possession September 1 Bone. 


CARY BONE REALTY DE. 3394 


3-BEDROOM brick: coal furnace; garage; 
esate’ peer. transportation and school; 


CARY BONE 1 RLTY. CO. DE, 3394 


120 


For Want Ads—Call WAlnut 6565 Friday, August 20, 1943 


The Atlanta Constitution—23 - 


Real Estate—Sale 


Automotive 


_ Automotive 


Property for Colored 


504 TYLER ST... N. W., $350 cash, balance 
like rent. 


ADAMS-CATES CO. 


“Create an Estate.’ 


480 WELLS ST.. S. W.—5 rooms, near 
McDaniel St. and carline, $1,500; $300 

cash, $15 mo. No loan. S. H. McGuire 

Realty Co., 221 Arcade, WA. 4304. 


LOTS IN HUNTER HIL aon NEAR WASH- 
MONTH. 


INGTON PARK, $5. 604 
CANDLER BLDG. WA. 


FOR CHOICE HOMES, all sections. Camp 
Realty Co., DE. 2561. 


Druid Hills 
TRADE OR SELL 


BEAUTIFUL brick home «nd income of 

$262.50 per month. Really a magnifi- 
cent home and location. Will trade for 
smaller home. An opportunity to be in- 
dependent. Call now for particulars. Ex- 
clusive sale. Mr. Pitman, WA. 3935 or 
AT. 4724, home, 


BEAUTIFUL 4-bedrm. brick home. 
baths, lge. lot. Sacrifice. WA, 601 


East Atlanta 


SECOND AVE. near East Atlanta—5 

rooms, bkfst. rm., furnace, tile bath, 
lifetime roof, wired for elec. stove. Large 
cement basement, garage, automatic hot 
water heater, large lot, $4,500. $1,200 
cash, balance monthly. WA. 3523, WA. 
9806 nights. 


6-ROOM house; good lot; 
chools, church and stores. Mr. 
Little. MA. 0927. Rowe Realty, WA. 0341. 


West End 


GORDON ST. BARGAIN 
IMMEDIATE OCCUPANCY 


2-STORY,. 5 rooms up and 5 down. Use 

for duplex. $900 cash, $34.01 er 
month, roperty will carry itself, or 
full particulars call Roy Ford, DE. 7214 


or WA. 21632. 
LIPSCOMB-ELLIS CO. 


3¥ 
1. 


all convs.; close 


Wanted Real Estate 139 


HAVE CLIENTS for new or old 
houses, any location. 

WA. 2162, Mrs. Shackelford, WA. 
96 


WE SELL homes, farms, business proper- 
ties, vacant lots, anywhere in Ga. or 
adj. states. For qu uick, satisfactory results 
see or write us. ohnson Land Co., Haas- 
Howell Bidg., Atlanta, Ga., MA. 3132. 


HAVE clients with all cash for house in 

any section of city; also farms or sub- 
urban property. For satisfaction, results, 
and quick act on, see, call or write Berry 
Realty Co., VE. 6695, 1037 North Highland 
Ave, at Virginia. 


LET US SELL, RENT AND INSURE 
7 PROPERTY 

G. AYCOCK REALTY CO. 
12 AUBURN AVE., N. E. WA, 2114. 


ALL CASH available for homes up to 

$5,000, Atlanta or suburbs. Call Geo. 
F. Gann, MA. 1638 or write 71 Forsyth 
St.. N. W. Chapman Realty Co. 


ee 


WE HAVE a number of clients for good 

North Side homes. We can sell yours 
for you. Phone us details. WA. 3111, 
Haas odd. 


WANTED—SMALL ACREAGE AROUND 
HIAWASSEE, GA., AR LITA og 
LAKE. ADDRESS L-82, CONSTITUTION 


WE CAN | L or | your property. 


SELL or rent 
Fisher Realty Co., MA. 

LIST your erty, y. rent or sale D. Le 
Stokes. Ca eaver. MA. 6370. 


1227 SELLS AVE. 

$3.000+-ONE-THIRD cash, balance $20.00 

month, ideal 5-room home, convenient 
to car line and school, Call Mr. Nunn, 
HE. 4958-M or WA, 3585. 
SELLS AVE., 6 rooms 

porch; arranged for 2 families; one 
now vacant; $3,000. Terms. Call 
J. L. Mercer. WA. 2162 or MA. 0163. 


_LIPSCOMB- ELLIS CoO. 


and sleeping 


WE will sell, rent your property. “McLain, 
Peeples & Morris, Ine BE. 5775. 


LIST your ropert Af sale or rent. with 
Ok & GREEN WA. 5731. 


Ken bayer for homes. Mrs. D aS 
grave. Rea) Estate Broker, CH. 844 


LIST YOUR PROPERTY—Rent or i 
Pannell Realty Co., WA. 3426. 


_—+-—— 


WILL PAY CASH for small house need- 
_ing repairs. Brown. WA. 5301. 


South Side 
38 ORMOND ST., S&S. ©... on ea 
Price $1,650, rent $20. Call 


WA. 5477. 
we. Point 


tant Point, Point, Colege Park 


terms. 
atkins, 


meparite cal) 
CA. 2153. 


WALL REALTY CO. We reg 
ieee, Forsyth St., N. W.. . MA 


WANTED—Houses for sale | or — 
dett Realty Co., WA. 1011. 


eee — ee ee ee eee 


SHARP-BOYLSTON CO., WA. 2929, 
RENT, SALES and INSURANCE, 


HOUSES in East Atlanta, Kirkwood, 
Inman Park, East Lake, or College 
Park. Jack k Levy, JA. 0523. 


Bur- 


es Park 
MORELAND Ave., pian: 
(se 


avail. 30 days; 
B05. 
Cascade Heights 


spacious rms.; 
. 1177, DE. 


6-RM. HOUSE, not over $5,000. Small 
down payment; terms reasonable. WA. 
259. 


Automotive 


FOR best bargains in homes in Cascade 
Heights, call Geo. L. Wilson, RA. 1031, 
or O. R. Moyer, RA. 42324. 


Smyrna 
6-RM. bungalow, hardwood floors, 3 aren 


of land. Immed. possession, $6,000. Jas. 
Y. Wooten, Smyrna, Ga. 


Miscellaneous 


YOUR ATTORNEY can have the 
title searched and insured. 


LAWYERS TITLE 
INSURANCE CORPORATION 
Title Bldg. WA. 7001 


Auction Sales 121 


FOR a quick and satisfactory sale of 
your property write or wire Rowe Land 
& Auction Co. Reliable auctioneers, Bu- 


ford, 
Brokers in Real Estate 122 
ALLEN M. PIERCE, REALTY co. 
WILLIAM- OLIVER BLD 
124 


Business Property 


~ Courtland St. “Bargain” 


For Business Location 

LARGE 9-room house with galvanized 

iron warehouse in rear. Has side drive 
and furnace heat. Thousands pass this 
property daily. Close in and accessible 
location. House easily converted to suit 
your business. Price only $5,750. No loan 
and good terms. Don’t miss this. Call 
me for more  sphenceans JACK SAL- 
MON, WA. 063 


RANKIN-WHITTEN 
Farms for Sale 127 


36 ACRES, 5 mi. from Decatur, small 
house, nice clear stream. $50 per acre. 
50 ACRES, nice fertile land. Lake site, 
5 mi. from Avondale Estates. $2,500. 
60 ACRES, near Candler Road, suitable 
FB ag home or subdivision. Price reason- 


“BEN FORKNER REALTY CO. 
DE. 3579 


160-ACRE farm with medium house and 

barn, located 3 miles northwest of 
Douglasville, Ga.. on Powder Springs- 
Villa Rica public road, near church and 
school bus route. 50,000 feet saw timber 
and 1,000 cords pulp wood, 30 acres in 
cultivation, suitable for cattle farm. Price 
$2,000.00. Terms to responsible party. Con- 
tact Glenn Florence, R. F. D. No. 3, Doug- 
lasville, Ga. 


FOR SALE—Lots 101 and 102, 15th land 

district, Taylor county, Ga.; 202% acres 
each; near Butler, between Butler and 
Columbus; suitable for grazing, farming 
or * eg von! L sai > $3 per acre. Apply 
to n, American Surety Co., 
on os ) william ~% Bidg., Atlanta. Phone 


BS ACRE farm, 65 mi. from Atlanta; 
good 6-rm. house; fair outbuildings; 


or MA. 70. Exclusive. 

D. L. STOKES & CO. 
SIX ROOMS—FURNACE 
A NICE six-room, furnace-heated bunga- 
low, being completely reconditioned for 
immediate occupancy. Only $4,500, on 
terms. In the McLendon Ave.-Little Five 
Points section, Will be glad to show you, 
Mr. Pitman, WA, 3935 or AT. 4724, home. 


YOU put in the bathroom and save dif- 

ference. 6-r. frame, big lot, fenced; 
pump in well, sink in kitchen, big base- 
ment, finished rooms that can be rented. 
8 miles of bomber plant on Mount Paran 
Rd. Sell, worth the money; terms. Geo. 
P, Moore, CH. 6122, CH. 3994 nights. 


CHELSEA CIRCLE 


MODERN in every respect and beautiful 
in design. Occupancy August 23rd. Call 
Will C. Stokes, MA. 6370. 


D. L. STOKES & CO. 


IMMEDIATE OCCUPANCY 
WELL-BUILT, 2-story. 9-room, 2-bath 
home. Servant’s toilet. Redecorated 
inside and out. Partly furnished. $1,000 
cash, balance $50 per month, 413 North 
Avenue. Exclusive. 
_ERNEST L. MILL ER WA. 1915 


HIGH-CLASS TRIPLEX 
HOME AND INCOME. 

section. best brick construc. 

modern equip,, conv. to transp. 

No agents. Address L-101, Con- 


tion, 


stitution, 
‘HIGH-CLASS TRIPLEX 
HOME AND INCOME 
CHOICE res. section, best brick construc- 
tion, modern equip., conv. to transp. 
Owner. No agents. Address L-101, Con- 
stitution. 


IMMEDIATE POSSESSION 
S. OXFORD RD., right at Emory, 2-sto. 
brick; redecorated: 6 rooms: new sto- 


E.—4 bedrms., 2 baths, 
30 days. Bar- 
Dickey- 


ker: full daylight basement. Price $6,750. 
Terms. WA. 3465. 
, PEACHTREE-BATTLE AVE., N. W. 
ATTRACTIVE, small home; modern; 
large ‘ot: on bus line, For ‘quick sale. 
Call Mr. Crider, Dickey-Mangum Co., 
WA, 1541 
CLIFTON RD... N. &.. attractive 3-story 
brick; 8 bedrooms, 3 baths: em 
condition; modern in every way goes 
buy. Cal) Mr Crider WA. 1841. * Dickey: 
Mangham Co. 
ORME CIRCLE, N_ E.. segs 2 
low, 3 bedrooms, 1 Dath 
Mr. Crider, WA. 1541. nw 
Company 
TWELFTH ST., N. 
auto. stoker. Possession 
gain. Cal) Mr. Crider, WA. 1541 
Mangham Co. 
NEAR PIEDMONT PARK 
6-ROOM BRICK BUNGALOW, furnace, 
_ $5, 250. Mrs. Dowe. HE. 0396. 
$10,500—A real home: 3 bedrooms, sun 
parlor, beautiful, well-kept lot; also 
gerage apt. Call Jack Levy, JA. 0523. 
NEAR Pershing Pt i7-rm, nouse, $17,500 
Mr Kopp. A 6368. Weyman & Co 
4500 HARRIS “TRAIL—1 year old, 10 
rooms, 5 baths, 11. acres, lake site, 2 
clear streams. Bargain. JA. 2205. 


‘ 


el orchard; plenty timber: elec., 
tele. avail. Reason for selling, bad health. 
750-ACRE farm = good road, near Pal- 
metto, Ga., Roosevelt highway. 
GOOD Cobb county —_ W. R. Tapp, 
Powder Springs, Ga Phone 2511. 
Investment Property 129 
18-UNIT BRICK, N. E._ section, 
5-UNIT BRICK. N. EL section, nets 
14% .. $11,750 
CALL ME for — “ot H. S. Hamil- 
ton, CR, 1544, 

DUPLEX RENTING $42.50 MO. 
SEMI-COMMERCIAL property. House in 
alley. $3,000. 124 Currier St., N. E. Call 
Ben Wall, VE. 7781. 

houses. Rent $2,346 per year. Price 
$11,000. F. B, baron VE. 4464. 
BR. Good location, N. S. 
sec. 
Browne, CH. 7618, WA, 0100. Excl, 


See E. M. Head, Forsyth, Ga., Route -2 
nd 

Owner, CA. 4733 or CA, 4 

nets 13% 35 ,000 
WHEAT WILLIAMS RLTY. 

first-class condition. Lot 43x175 feet to 
NEAR Cain and Butler Sts.—10 Negro 
24-UNIT 

Annual tncome $9,000. Wade 


SMALL parcel close in Spring St. below 
assessed value to close an estate. P. O. 
Box 215, Atlanta. 


FOR. business prop 
om 


erty, y, and Apt. | invest- 
ments, cal) 1858. 


Lots tor Sale 130 


LAKEWOOD PARK—Buy lot now for 
your future home, in this new subdivi- 
sion. No down payment, $10 monthly. 

Car line and bus line. CA. 4584. 
137 


Suburban 
Then see 


WANT to move to the suburbs? 

this beautiful white wide-board home, 
just off Clairmont Rd., 2 miles Decatur, 
Nice front porch with columns. Beauti- 
ful living room, dining room, kitchen 
with nice sink, lots of «aoinets, inlaid 
linoleum; 2 bedrooms, tile bath, furnace 
with stoker; garage attached Lot 100x 
400 in woods, fenced. Available Sept. 1, 
Exclusive. Julian Burns, DE. 8261, CR. 


2606. 
WHEAT WILLIAMS RLTY. 
“20 MILES NORTH [ ATLANTA. 


40 Acres, 5 rooms, lights 

40 Acres, 6 rooms, barn 

80 Acres, 5 rooms, lights .. 
80 Acres, 6 rooms, elec, avail 
87 Acres, elec. avail 

160 Acres, 2 houses, barn . 


$5,000 
CHAS. J. COFER, WA. 9750 
218 RED ROCK BLDG. 


A BUY for future; perfect 4-acre ‘wooded 

tract; some bottom with branch; half- 
mile from U. S. No. 48 and transporta- 
tion: flowers, fruit trees, grapes, beauti- 
ful shrubs; 4 r. h. that can be “‘tinkered”’ 
up for duration; pump in well; garage; 
priced below value at ; new vacant. 
Geo, P. Moore, CH. 6122, CH, 3904 nights. 


oe ere 


i8 PRETTY acres, 8 mi. out paved rd.: 

open land: woods, branch, * line, 
city water, lights. phone; 5-r howae: 
furnace; stoker; ery house; barn. 
$8,500. Terms, $3.5 cash. WA. 0627. 
Ralph B. Martin wo 


Automobiles for Sale 140 


Buicks 


‘41 BUICK special sedanette; w. w. tires, 
very low mileage; radio, heater: me- 
chanically perfect; a beautiful 2-tone 
blue. Sacrifice today only. 
AUSTIN ABBOTT. 
292 W. P’tree at Baker. WA, 9898. 


i941 BUICK Specia) ¢-door oor sedan; radio, 
underseat heater, good tires. Trade an 


terms 
SOUTHERN SBUICK, CNC, 
230 Spring St. S. W. JA. 


1480 


‘41 BUICK special sedanette; w. w. tires, | 


radio, heater; me- 


low mileage; 
beautiful 2-tone 


chanically perfect; a 
blue. Socre™ vi ened only. 
TIN ABBOTT. 


292 Ww. wtees at Baker. 


WA. 9898. 
'36 BUICK 4-door sedan, 4 new arecapped 
tires, original finish, runs good, $30 
Terms and trade 
YARBROUGH MOTOR CO. 
400 0 W. Peachtree St. JA. 5612. 


‘41 BUICK super 4-door sedan; 15,000 a ac- 

tual miles; original finish; like new 
throughout; ‘will ive some one good 
transportation. Call Mr. Tribble, person- 


ally, WA. 9076, DE. 2685. 


1940 BUICK super sport coupe, 6 passen- 

ger; radio, underseat heater, good tires, 
low mileage, excellent mechanical condi- 
tion, $1,250. Joe Collier, Arlington, Ga. 


‘38 BUICK Special 4-dr. sedan. Beautiful 
cream finish, 
good tires, low mileage, trade or terms. 
GEORGE TYSON, JA, 2557. 


1938 BUICK ‘special 4-door sedan: motor, 
body, tires, radio, heater, A-l: trade 

for cheaper, i car. Willys or Ford 

preferr MA, 849 

'39 BUICK Little ; 5-passenger. Club 
Coupe, Radio, heater, 4 nr. new tires. 

Motor perfect; 259 P’tree, JA. 2821 


_ - _ 


very 


'39 BUICK SPECIAL 4-DOOR | SEDAN: 


radio, heater, good tires, A-1 condition. 
BE. 9174, 


Cadillacs 


'41 CADILLAC “61" sedanette, low mile- 
age, radio, heater, priv. owner. DE. 9132, 


Chevrolets 


'41 CHEVROLET special de luxe club 
convertible; would like to trade for ‘38 
Ford, Plymouth or Chevrolet 2 dr. and 
give terms or difference. 
Aanon Wallace, WA. 8998. 


os 


‘41 CHEVROLET special ¢ de luxe 5-pas- 
senger club coupe; extra clean; low 
mileage. 
CLYDE OWEN, JA. 3177. 


eee ee 


37 CHEVROLET master de luxe coach; 
perfect chape; 5 good tires; $395. 259 
Peachtree. JA. 2821. 


19839 CHEVROLET 2-door sedan. 
heater, seat covers, 5 pre-war 
priv. owner, T, $695 cash. AT, 3413. 


=I Automobiles for Sale 


Call Mr. Watkins, WA. 5477. | 


140 


Miscellaneous 


‘41 ~ FORD | Conve rtible ‘Coupe. 
‘41 PLYMOUTH Convertible Coupe, radio 


~ radio, | 
tires, | 


spotless interior, 5 extra | 


| 


| 


1936 CHEVROLET coach, ¢ clean inside and | 


out, $165. Priv. owner. HE. 1675-J. 


'37 CHEVROLET 4-door sedan, good con- | 
$131. 


dition, good tires. AT. 


-——— a 


Dodges 


39 DODGE coupe; reconditioned motor. 
PAT GILL ‘NTINE. WA, $5151. 


; 2-door | excel. hes 
WwW 9687. 


‘41 DODGE 2-door 
tires; owner in Navy. 


Fords 


'40 FORD club coupe; 
mileage; 5 new recapped 
heater. Sacrifice today. 
AUSTIN ABBOTT. 


292 W. P" tree at Baker. WA. 9898. 
CLEAN 1 


extra clean, 
tires: 


1940 de luxe Ford Tudor, 4 
new tires, spare good. $750 cash. Ac- 
cept cheaper car on payment. Call CA. 
2570 after 5:30. 
'40 FORD ‘60" 2-door sedan 
LANE DOLVIN 
75 Forrest Ave. 
1940 FORD 60 coupe; 
tion and best pre-war tires; 
trade. WA. 2977. 


1928 MODEL A Ford coupe, runs 
$75. no less. Little Five Points 
ice Sta. 

1937 FORD 4-door “E5". radio, p 
tires; $400 cash. MA, 9249. 
LaSalles 
1940 LASALLE, extra clean, new pre- 
war tires, radio, heater, cheap at $1,000. 
Can see at Ivy St. Garage. 

Oldsmobiles | 


OLDSMOBILE, 6 cylinder, 4-door 
good shape; $400. VE. 9372. 


Packards 


MA. 2941. 


wonderful ~ condi- 
$695; no 


pre-war 


1938 
sedan, 


/1940 PACKARD Six 110 S-passenger club | 


coupe, in tip-top condition, maroon fin- 
ish, good tires, $795. Trade or terms. 


TOM MITCHELL 


mee xg: MOTORS. 367 SPRING ST., 
+ OR CALL JA. 5035. 


—— 


"37 aT-PACKARD™ “6” 4-dr. sedan; original 
black ay we 5 nearly. new tires: me- 

mankey 2 low mileage. Trade or 

terms. A a rc. JA. 2557. 

1940 PACKARD 5-pass. 
coupe. Excl. 
VE. 0172, 

’41 PACKARD 6-cyl., 
and heater; erfect 

tires. Bargain, 995. 


Plyn mouths _ 


‘41 PLYMOUTH convertible coupe. 
new; radio and heater. Sacrifice. 
Spring St. 


condition, 
25: 57. 


like 


'37 PLYMOUTH 4-dr. sedan, radio. Looks | 


ood and runs awe. 
7 ker, N. 


PLYMOUTH cars: aT models W 
Motor Co., 52 North Ave. AT 


Pontiacs 


‘41 PONTIAC “8” sedanette; low mileage, 
perfect condition. Sacrifice today. 
AUSTIN ABBOTT. 
292 W. P’tree at Baker. A. 9898. 


'’41 PONTIAC streamline sedan; 20,961 ac- 
tual miles; radio; seat covers, 2-tone 

green; w. w. tires; ex. clean. Must see 

to appreciate. Only $1,295. WA. 8998. 


‘41 PONTIAC business coupe. Like new. 
5 good tires. Price right. 
CALL SANDERS, WA. 8998. 


ata for cash. 


egstats 
2753. 


low | 
radio, | 


convertible 
condition. $1,000.00 cash. | 


good | 


ood, 
erv- | 


| 


| 
| 
| 


Ag 


296 CA. 


T railers 


|GASH FOR LATE MODEL 


and heater. 
USED a EACHONSS 
263 Marietta, N. WA. 4996 


1942 STUDS AAKER Champ. $-passenger 
club coupe. 
wagon. CH. 


40 LATE-MODEL CARS AT SPECIAL 
PRICES. TERMINAL USED CAR EX- 
CHANGE, 116 SPRING ST. WA. 7841. 


USED | $3.50 woes, yt? > finance 
BED CARS, Edgewood A 


Station Wagons 


A CLEAN Chevrolet _ station wagon; 5 

good tires; will sell for — Call Mr. 

Dobbs, personally, WA. 9076, Ext. 11. 
141 


Auto Trucks for Sale 
DODGE panel truck, 4 new pre- 
Good — 


1938 
war tires anc tubes. 

Greggers Appliance & Serv. CH. 

1941 1%-TON panel body Ford or 
Good condition. Good buy. Paul White, 

57 Alabama St. MA. 4567. 

1936 INTERNATIONAL panel 
truck, good tires. HE. 218 


Auto Trucks tor an 141 


1940 FORD 1%-ton tractor, 134-in. w. b., 
2-speed axle, 95-h. p. engine, and 20-ft. 
Trailmobile flat trailer with booster 
brakes, 8 new 7.50x20 10-ply tires. Will 
trade for good farm tractor, tiller and 
harrow. P. Hammond, Lithonia, Ga. 
Phone ; 2172. 
‘41 INTERNATIONAL 


%-TON PANEL 
pRUCK: WILL SELL AT CEILING 


FULTON, 190 EDGEWOOD, . MA. 21M, 


1931 FORD model A pickup; runs good: 
ood tires: $90, no leas. Little Five 
Points Service Station. 


a 


INTERNATIONAL pickup truck. Would 
like to trade for Ford or ae car. 

Will take or pay difference. CA. l. 
142 


Auto Trucks for Rent 
TRUCK SERVICE 


WE supply trucks for any purpose 
—all in first-class mechanical 
condition. Reasonable rates—Call 
WA. 3328. 
BELLE ISLE 
U-DRIVE-IT SERVICE 
20 Houston St., N. E. 


HERTZ Truck Lease Service — Latest 
model trucks. Adequate ins. 4 wy 
Ave. WA. 8080. 80 Cain, N. E. WA. 4590. 


Garages and Service 150 
WE SERVICE ALL MAKES 


— ame ee 


~ -ton 


Oo. 
300 } Whitehall St. at Forsyth. _MAin 5000 
157 


NATIONAL-LIBERTY DIST. recond. used 

trailers, parking, modern convs., rent- 
als. H. & H. Trailer Sales, Fair Oaks 
Trailer Park, U. S. 41, Marietta, Ga, 


TRAILER REP AIRS—Paint, . rebuild, re. re- 
model Pts, Atl. Trailer Mart. WA, 9135. 


VAGABOND trailers, new. used - Atl, 
Trailer Mart., 


370 W. P’tree. WA. 9135. 
HOUSE trailers, new, used. Terms. Burns 

_ Trailer Mart, Ivy and Baker Sts. 
Wanted—Trallers 158 
Burns 


TOP CASH for house trailers. 

Trailer Mart, Ivy at Baker Sts. 
CASH FOR YOUR TRAILER. 

ATLANTA TRAILER MART. WA, 9135 


Wanted Automobiles 159 


I want clean low-mileage cars. 


NO JALOPIES 


Will pay following prices for 

the class of cars that I want: 

be seem Olds, Pontiac, up 
$1,100 

41 ‘Ford, Chevrolet, Plymouth, 

up to $9 

’40 Models up to 

°37 Models up to 

The above prices depend en- 

tirely upon the mileage, body 

type and condition of car. 


Phone MR. GREENWAY 

JA. 7781, 9 to 5 Only, Please. 

Call me and I'll be there in a 
flash with the cash. 


~ WILL PAY $1,000 
FOR 1941 OLDSMOBILES, 
BUICKS AND PONTIACS 


For Our Pensacola Store 
Must be in First-class condition. 


High Prices for Older 


Mode! Cars 
Call by our lot and receive 
the cash. 


MITCHELL MOTORS 


Your Oldsmobile Deaier 
352 West Peachtree 
WA. 7814 MA. 2280 


WE PAY 
GOOD PRICES FOR 
LOW MILEAGE CARS 
ANY MAKE 


ATLANTA PACKARD 
370 Peachtree St. 
JA. 2727 


WE PAY CASH 
FOR USED CARS 


SPRING ST. MOTORS 


416 SPRING ST., N, E. 
WA, 7445 


~ TOP CASH DOLLAR 


FOR GOOD CLEAN CARS 
GET MY OFFER BEFORE YOU 
SELL. PREFER LATE MODELS 


TOM MITCHELL 
JAMERSON MOTORS, 367 SPRING 81 
N. W. OR CALL JA. 5035. 


BUY YOUR EQUITY. PAY OFF BAL- 
ANCE, GIVE YOU ADVANTAGE OF 
DISCOUNT, ANY MAKE CLEAN CAR. 


JNO. S. FLORENCE 
27 Baker St., N. W. JA 4181 
WANTED--JUNK AUTOS 
HIGHES1 PRICES; DEFENSE 
PURPOSES. JA. 1770 


Chevrolets, Fords, of ke mouths, Olds and 
Buicks, with 5 good tire 
'~—Co., , opposite Biltmore, HE. 1200. 


WE PAY the limit for your car, 4 
make or model Cc. Hamilton. 
Spring St.. N. W. ATwood 3326. 


HIGHEST CASH PRICE FOR our CAR | 


ASHBURN MOTO 
270 Forsyth WA. 6434, JA. 6508-W 


CASH FOR YOUR CAR 
SOUTHERN BUICK 
220 SPRING ST JA. 1480, 


SEE ME saeees you sell your automobile. 


Best cash 
ALL MOTORS 
231 Spring St. WA. 


CASH 


2263. 


2-door sedan. “Radio| CAMPBELL'S, 15 CAIN. N. & WA. 4684 
Good | WOULD like to bu 


1940 or ‘41 Oldsmo- 

bile, Pontiac or Buick. 

ae TYSON. JA. 2557 
PAY you more cash for your used 

car. Pe Point Chevrolet Dealer. Inc.. 


WILL PAY CASH FOR YOUR CAR 
Manning. 263 Spring. N W WA. 6749 


SELL YOUR CAR DIRECT. Vaughan 
Motors, 320 W. Peachtree. WA. 7070. 
WANTED—CLEAN LIGHTWEIGHT CAR 
FROM INDIV. PATTERSON, JA 1781 
CASH FOR YOUR CAR OR YrRUCK 
WAVE MOTCRS, #0 SPRING. N W 


1940 super Buick station | 
5366. | 
| $595. 


5-passenger | 


Capital Auto | 


lot 


- 


‘motorcycle. 
tires motor 
leaving town. 
624 Spring 


Motercycles for Sale 


1859 INDIAN Sports Scout | 
new paint job, pre-war 
cond ition. Owner 
2 See at Indian Sales Co., 
.. HE. 0918 


HAVE good, clean Harley-Davidson “14° 
$400 cash. Can't be beat for the price. 
No dealers. MA. 0197. 


~~ 


19409 HARLEY-DAVIDSON °74"—21.000 
actual miles. One owner. “Good tires. 
Fulton, 190 Edgewood, MA. 21%. 


‘39 HARLEY-DAVIDSON Model @. prac- 
tically new tires. ip good condition. 

Price $350. CH. 2321. 
175 


Tires Repaired 


QUALITY RECAPPING 


AND TIRE REPAIRING 
For Quick Service Cal) Prior Tire 
Co., WA. 8866, P’tree & Pine Sts. 


BROOKS-SHATTERLY CO. 


Expert Reca pairin 
50 EOUSTON aPoIng, om MA. ies 


EXPERT repairs and recapping. Factory 
methods. All sizes. . Work aranteed. 
CLAUDE MASON TIRE MPANY 
a <a IVT ee. B. & 


~ Expert Tire earcen ore Service. 


FIRESTON 
Spring & Baker Sts WA. 862%. 
140 


R.S.EVANS 


Every Day Buys 
More... Selis More 
Automobiles Than Any 


Dealer in the U, 8. A. 


Pontiac ‘8’ Sedanette., 
Oidemobile ‘78 Sedanette, 
Pontiac ‘8’ Sedanette. 
Studebaker Custom Sedan. 
Stud. Champ. D. L. Tuder. 
Oldsmobile ‘44° Club Coupe. 
De Soto Custom Sedan. 
Dodge Lux. Liner Sedan. 
Pontiac ‘6’ Sedanette. 
Oldsmobile ‘66’ Sedan. 
Piymouth Spec. D. L. Sed. 
Pontiac ‘6’ Custom Sedan. 
Piymouth Spec. D. L. Tud. 
Studebaker Pres. Sedan. 
Oidsmobile Torpedo Sedan. 
Buick Special Sedan.. 
Pontiac ‘6’ Sedanette. 
Buick Spec. » ga Sedan. 
Piymouth Seda 
Buick Sedan, 327 act. miles, 
Piymouth Spec. DO. L. Cp 
Chev. 5-Pass. Club y Pm 
Chev. Spec. OD. L. Tudor. 
Oids ‘6’ Sedanette. 
De Soto Custom Sedan. 
Piymouth D. L. Coupe. 
Oldsmobile Sedanette. 
Oldsmobile ‘6’ Hydra. Sed, 
Buick Spec. Club Coupe. 
Pontiac Custom Sedan. 
Chev. Spec. D. L. Cib. Coa. 
Pontiac Sil. Streak Cav. Cp. 
Oldsmobile ‘66’ Hydra. Sed. 
Pontiac ‘8’ Ciub Coupe. 

Do. L. Tudor. 

Sedanette. 


Automobiles for Sale 


Oldsmobile ‘6’ Club Coupe. 
Ford Sup. D. L. Tuder. 
Oldsmobile ‘6’ Convt. Coe. 
Ford Super D. L. Tuder. 
Pontiac Ciub Coupe. 
Pontiac ‘6’ Tudor. 

Pontiac Convt. Coupe. 

De Soto Custom Tudor. 


Oldsmobile " Club Cpe. 
Piymouth 4-Dr. Sedan. 
Studebaker Pres. Sedan. 
Dodge Club Coupe. 

Ford De Luxe Coupe. 
Oldsmobile ‘70’ Tudor. 
Bantam 5-Pass. Phaeton. 
Chev. Mestr. D. L. Sedan. 
Chev. Mstr. D. LL. Sedan. 


Packard 11-Pass. Sta. Won. 
Business Coupe. 


JA. 2422 


241-SPRING ST 


Chevrolet 


5661. 


285 Spring St. W. W. 


'4ai Olds 2-Door Sedan; radio, 
heater, pre-war tires, origi- 
nal finish, 


extra clean .. ’ 
Mercury 4-Deer Sedan: ra- 


dio, original 
paint, good 3 

tires ea 1,185 
Dodge Luxury Liner; radie 
and heater, fluid drive, 
extra 
ote. acaccaue , 
Pontiac Streamlined §e- 
dan; 20,961 actual miles, ra- 
dio, 2-tone green finish, 


w. w. tires, : $1,295 


a beauty 
Chevrolet Special De Luxe | 
Sedan: radio, 4 new re- 
caps, extra 

clean 


OPEN EVENINGS 


PIEDMONT 


MOTORS, INC. 
285 Spring St., N. W. 
WA, 899° 


"Al 
Al 
"Al 


"Al 


2 ’41 Olds ‘76’ Sedans 


1 car a beautiful maroon: the oth- 
er a beautiful 2-tone: each car 
tras jess then 10,000 miles. Special. 


MITCHELL MOTORS 


352 W. Peachtree §t. MA, 2280 


Mercury 
4-Door 
S’dans 
Mercury 
Cib. Conv. 


34) 


’A0 
’39 


$1,195 
$1,195 


ie Conv. . $945 
'a1 

‘Beor ... $1,495 
MOTOR CO. 


Buick Special 
"Al Buick 

OPEN EVENINGS. 
“Your Ford Dealer” 


4-Door $1,495 
Super 
450 Peachtree &t. A. 9076 


2—’42 MERCURYS 


1—Convertible pn 
1—5-Passenger Coup 
Both have very low alone and 
are original , throughout, 


MITCHELL MOTORS 


352 W. Peachtree. 


aah ttc 
Wanted Automobiles 159 


le 


EVERY DAY 


R.S. EVANS 


BUYS-—SELLS 
MORE AUTOMOBILES 
THAN ANY DEALER 

IN THE U.S. A 


PAY CASH gg 3 OWNER FOR GOOD 
CAR. ANY DEL. WA 6151. 


WILL PAY ar 3 $1.800 
4A. 6483. 


CADILLAC. 


CASH FOR USED CARS. 
ERNEST G BEAUDRY,. INC. 
233 Spring St. N. W WA. 3297 


HIGHEST CASH PRICES for good clean 
used cars from private owner. JA. 2255 


FOR 194) 


READY CASH 
FOR USED CARS 


Aaa an Optional Order fo: First New 
“are When Production tse Resumed. 


FRANK GRAHAM, INC. 


00 W PEACHTREE AT 1913 


7 


Friday, August 20, 1943 
Nazi Airmen 
Bag Own Man; 
Yank Claims It 


ALLIED HEADQUARTERS IN 
NORTH AFRICA, Aug. 19.—(P)— 
Lieutenant. Morris Watkins, of 
Knoxville, Ark., thought it was 
pretty good shooting when a Mes- 


serschmitt 109 burst into flames 
the very instant he touched his 
triggers. 

And it was, too—but he wasn’t 
doing the shooting. | 

Watkins and some other War-| 
hawk pilots tangled with a group | 
of Messerschmitts and  Focke-| 
Wulfs in a_ spectacular sring- 
around-the-rosy over the Strait of 
Messina yesterday. A German 
'| fighter was leading it with Lieu- 
tenant Paul McArthur, of Reform, 
|Ala., chasing him. 
| A second Messerschmitt dived 
'on McArthur. Watkins piled in to 
‘protect McArthur. Three other 
Messerschmitts came in behind 
| Watkins. 
| The Alabaman got his Messer- 
i'schmitt and Watkins just touched 
‘his triggers when he felt the ship 
‘shudder from the impact of can- 
‘non shells fired by the Germans 
'on his tail. He saw tracers and 
cannon shells streaking past him. 

But he kept his thumb jammed 
down on the trigger and saw the 
plane ahead of him catch fire and 
| dive into the sea. 
When Watkins landed he claim- 
ed that Messerschmitt. But the) 
claim was disallowed. An exami- | 
nation showed that the firing | 
mechanism of his plane had been 
+ put out of action and none of his 
guns had exploded. 

The three Germans behind him 
had shot down — own mate. 


Your Ration 
Dates With 


Uncle Sam 


August 22—Red Stamp X be-| 
comes valid and expires October 2. | 

August 29—Red Stamp Y be- | 
comes valid and expires October 2. | 
_ August 31—Red Stamps T, U, V | 
and W. expire; deadline for tire 
inspection for holders of C gaso- 
line ration books. | 

September 1—Blue Stamps JU, | 
'V and W become valid and expire | 
October 20; deadline for use of) 
old-type B and C gasoline ration | 
books. 

September 5—Red Stamp Z be- 
comes valid and expires October 2. 

September 12—Brown Stamp A 
in Ration Book 3 becomes valid | 
for rationing of meats, fats and | 
cheeses and expires October 2. 

September 19.—Brown Stamp B 
in Ration Book 3 becomes valid 
for rationing of meats, fats and 
‘cheeses and expires October 2. 

| September 20—Blue Stamps R,| 
|S and T expire. 

September 26—Brown Stamp C 
in Ration Book 3 becomes valid | 
‘for rationing of meats, fats and | 

‘cheeses and expires October 20. 
September 30—Deadline for tire 
23° inspection for holders of A gaso- 
line rations. 

im; October 3—Brown Stamp D be- 
comes valid for rationing of meats, 
fats and cheeses and expires Oc- 
tober 30. 

October 10—Brown Stamp E for 
rationing of meats, fats and 
cheeses becomes valid and expires 
October 30. 

October 17—Brown Stamp F be- 
comes valid for rationing of meats, 
fats and cheeses and expires Oc- 
tober 30. 

October 31—Coupons 15 and 16 
in Ration Book 1 for canning sugar 
expire: shoe stamp No. 18 in Ra- 
tion Book 1 expires; sugar stamp 
No. 14 expires; deadline for tire 
inspection for holders of B gaso-| 
line rations. | 

November 21—No. 6 coupon in| 
A gas ration book expires. 


4—The Atlants« Constitution 


1p 


DRUG STORE 


112 WHITEHALL ST. 


(‘Next to’ Sterchi's) 


ERB O UU O OE EH 


. a” : . > . ate ~s . . 
< ee > : “38 
, * * a ~*~ » * . 


DOAN’S 
KIDNEY 
PILLS 


Aspirin 
Tablets 


50c 
LYON’S 
TOOTH 
POWDER 


“ea 
x. 


HERE'S HEALTH 


VIVASOY 


The Complete 
Protein 


Food a 
& 


75c 


CAROID AND 
BILE SALTS 


Triple Fresh 
OUR PRIDE 


1S 
el 
ri 
> 
2 


FOO IO IO IOI IOI II I IO IOS II AI Ib 


1-Lb. c 
COMPLETE 
WITH BATTERIES Loaves 


Double-Fresh 
Gold Label 


Double-Fresh 
Silver Label 


1-Lb. 
Bags 


1-Lb. 
Bags 


20-Oz. 
Loaves 


2 
2 
2 


49° 
41° 
19° 
16° 


NABISCO PREMIUM 


CRACKERS _ }; 19c 


COFFEE 
COFFEE 
BREAD 

DUKE’S 


RETAILERS VICTORY CORPS 
ITS OBJECTIVES 


The retail industry is the third largest in the nation. One of 
every seven persons gainfully employed is engaged in some phase 
of retailing. 

To help establish a proper appreciation of the industry and in 
recognition of the thousands of faithful men and women who are 
doing their bit on the Home Front by working in retail stores, the 
Retailers Victory Corps has been organized. 

This vast army on the Home Front is engaged in an activity nec- 
essary to the maintenance of civilian morale. 


Retailers Victory Corps Creed 


GIANT RIPE OLIVES . 
PT. 
BOT. 30c 1. I BELIEVE Retailing is an essential industry whese principal 
function is to supply the daily needs of all people and to improve 


GIFFORD’S 
TT 1-LB. 
BU ER fo 3ic their standard of living by bringing to them merchandise of good 


TELLAM’S PEANUT 
KELLOGG'S ee quality at prices they can afford to pay. 
LA 6-OZ. 
E F KE PKG. Sc 2. I BELIEVE that in order to build a successful and permanent 
SMALL EVAP. business every sale must not only result in a profit to the store, 
RUNES Piahen 13c but also give profit and satisfaction to the customer. 


NIFTY SALAD 3. I BELIEVE in the American system of free enterprise and in 
Cc DRESSING PT. 15c the value and importance of individual initiative; I am proud to be 
10c 
Cc 


DISTILLED associated with an industry which offers opportunities and ad- 
VINEGAR QT vancement to those with ambition, intelligence and resourceful- 
BOT 
Northwestern Lb 
Greening Cooking 


GERBER’S 


BABY FOODS 


Cereal or 
Oatmeal 


8-Oz. 15° 


Pkg. 


MRE EE OOO Og 


“WE HAVE IT” 
BOBBY PINS CARD 10c 
SAFETY PINS °siz:" 10c 
WALLETS uct. 98cur 
Pocket Nail Clips 50c 
IRON CORD PLUGS 15c 
SCHICK sic. 2 69c 
Jergens’ Cologne 98c 
UNIVEX and EASTMAN 

MOVIE FILM 


NYLON 
Pro-Phy- 
Lac-Tic 
Tooth 
Brushes 


i 


Triple-Fresh 
Pullman 


Strained or 
Chopped 


42-Oz. Fe 
Can / 


Homemade 
Mayonnaise 


U. S. NO. 1 WHITE COBBLER 


HAY 
FEVER 
LEE’S 
Prescription 


PURE APPLE ness. 
I BELIEVE that by working in a retail store I am doing my 


GAL. 4 
VINEGAR JUG 46c bit on the home front, and I shall endeavor to serve to the best of 
MUSTARD QT. 10 my ability. I shall do what I can to discourage hoarding. In my 
JAR c contacts with the buying public, I shall try te help maintain their 
BLUF LABEL KARO morale. ¢ 


NO. 1! 
SYRUP BOT. és 14c 5. I BELIEVE in the supreme worth of the individual, and in 
the dignity of labor; I shall accordingly be just to my fellow em- 


c CARNATION MAL 
MI a 38c ployees and associates. 
RED CROSS 6. I BELIEVE that truth and honesty are fundamental in an 


TISSUE 3 ros 20 enduring social order; I believe in the sacredness of a promise, and 
FRENCH'’S in the importance of preserving reputation and character. 


MUSTARD ‘°° 9c 7. | BELIEVE in the United States of America and in the demo- 
BLEACHER cratic form of government: I pledge my support to the efforts of 
CLOROX on 19¢ my country to preserve our institutions and to defend the freedom 


PARSON'S and liberties of our people. 
AMMONIA 7. 19¢ 


BOT. 
DOG FOOD ‘xc 12¢ @ DEVILED HAM sy *'2;9* 
@}) PHILA. CREAM  crecse 42 


25% More Soup 
tra strength condensed requiring 2. SAUSAGE ees 4-Oz. 
11-Oz. Can SEs fh © SPRY SHORTENING 1-Lb, 


For No Extra Ration Points 
Crosse & Blackwell soups care ex- VIENNA one 
coo es QOMARGARINE 3%: i 
De @LIMA BEANS sv = 22 
€) WESSON OIL sory 


Lbs. 


AVOCADO rears 
APPLES 
CROWDER PEAs «2 «= 13° 


TOMATOES 


Fancy Selected 


13° 


» 19°] 


Large 
Nerve and “ib: 
Bone y 


Liniment 


Rubbing 
Alcohol 
PINT 


50c 
IPANA or 


Pepsodent 
TOOTH PASTE 


— 


Firm Slicing 


2 2 


CAULIFLOWER 


— 
r 


VITAMINS 
For further ration information 


100 VITAMIN B oS telephone Walnut 4121, extension | 
Complex Capsules 299. 
Weekly quota for Red Cross‘ 
Ay ©, blood donati 1,500 pints. D 

; : OOF onations: 9 pints. O- 
Vitamin Capsules nated Monday through Wednes-| 
100 HALIBUT Liver day: 640 pints. “Your Blood May | 

' ; Save a Soldier’s Life.” Phone 
- with Viosterol Walnut 9635. 

aps me 
VIMM’‘S Vitamins. 
Box of 96 Tabs... 


8 


Fresh Colorado 
Snowball 


nN 
+. 
o 


ae eee 


WFA Plans Program 
Of Buying Beans, Peas 


BALL MASON 


Fruit Jars 


VEAL SIRLOIN 


100 LIVER and 
IRON Capsules... 


$1.00 GROVE’S 


Vitamins 63° 


100 5 MGM Vita- 
min B-1 Tablets. . 98° 


WE CARRY A COMPLETE 


LINE OF ALL VITAMINS 


BIBLES 
FOR MEN :x SERVICE 


Pocket size, steel en- 
graved cover capable of 
deflecting bullets, shrap- 
nel and bayonet. Ready 
for mailing. New Testa- 
ment or Cath- 

olic Praye $995 


Book. 


-35c Jar 
PREP 


Shave 


15° 


35c 


AVON 
COREGA 6 oivoot Powder 


19</ 19° 


TRUSSES —GUARANTEED 
FITS, GRADUATE 
FITTERS 


(‘ream 


Quantity Rights 


ine 
Reserved Taxable ftems 


- Tax Added to 


WASHINGTON, Aug. 19.—(/) 
The government is expected to an- | 
nounce soon a program under 
which it would in effect purchase 
the bulk of the 1943 crop of dry | 
edible beans and peas and resell 
40 per cent for civilian consump.- | 
tion at a loss of about 70 cents a/| 
hundred pounds. The other 60 per | 
cent would be used for war pur- | 
poses. 

Such a program is necessary, of- 
ficials of the War Food Adminis- 
tration said, because prices prom- 
ised growers under a price support 
program are, in the case of most 
classes of beans and peas, higher 
than the ceilings established by 
the Office of Price Administration. 

Vv 


Master of Ground War, 


Alexander Tries Flying 

ALLIED HEADQUARTERS IN) 
NORTH AFRICA, Atg. 19.—()— | 
Master of ground operations, Gen- 
eral Sir Harold Alexander is 
learning to fly in a small com-. 
munications plane known to his | 
Fifteenth Army group as “puddle | 
jumper.” | 

His flying teacher is Air Mar- 
shal Sir Arthur Coningham, com: | 
mander of the tactical air force, | 
who reported: | 

“My pupil is extremely apt and 
making excellent progress.” | 


Valletta Removes Ban 


On Church Bell Ringing 


VALLETTA, Malta, Aug. 19.—)| 
((P)—With the fall of Sicily, the 
ban on the ringing of church bells | 
and the holding of religious pro- | 
cessions has been removed here. 


BM MYM OO Og 


— eee 


SM TE CRE ESET. 

The man who wants to fix your 

place up advertises in the “Busi- 

ness Service” classification in. the 
Want Ads of The Constitution. 


RE EO EO 


Dozen Dozen 
Quarts V2 Gals. 


75° $400 


OUR MOTHER’S 


COCOA wo aoe 
CLOVERLEAF POWDERED 
MILK one, LOC 
MORTON’S 

SALT xe, 69 
SNO-SHEEN CAKE 

FLOUR “2a aoe 
LIBBY’S STUFFED 
OLIVES oo ae 
KELLOGG’S 

PEP con aac 
BLACKEYE 

PEAS ue 2ic 
CLEANER 

ZERO ror LOC 


BALLARD’S 
Self-Rising 


FLOUR 


25-Lb. Bag 


$465 


10-Lb. Bag 


69° 


Double - Fresh 
COFFEE 


STEAKS 


Grade “RB ‘s 


29° | 


Grade “At 


VEAL ROUND 


CUTLETs 


Grade “A” Grade “"B 
e "¢ 


39° 


i _42 Points 


oned and 


GR reer 
er ADE “A 


RolledLb. 3 


GRADE ee 


lb Q24c i, 22¢ 


kK ; 
ingan’s Old-Fashioned POINTS 


VIRGINIA sty; 


7, 


FR DRESSED 


NYERS 
Lb. 58¢ 


Colonial Stores Incorporated 


S SHOULDER 
SHORT LEGS 
LAMB RIB 
LOIN CHOPS 
LAMB STEW 


LAMB ig 37c 


CHOPS LB. 42c 
Cece a 54c 


BREAST 


FLANK LB 18¢ 


ESNOWDRIFT svocscnc 2 


It is not at all times possible for us to have in stock all of the popu- 
lar brands of soap listed in this section of our advertisement. If 
your favorite soap is temporarily out of stock, please remember that 
additional supplies will be offered at an early date. Shop with con be 
fidence at your Big Star or Little Star Store. 


LIFEBUOY 3 -: 20% 
DUZ et QUE az 23% 
P&G SOAP 3 -.. 14° 
SOAP 3 » 20% 
LUX FLAKES 2 * 19°% 
SOAP sr" 2m 13% 
OCTAGON 22 «=. 9° 
OCTAGON “2:" 32 9% 
RINSO *: 


PIII KIKI III II IKK KKK AAA AAAI AAA AIA A AA AAA A AAA AO I a aa RRR 


_ Soap . 
Powders 


Lux 
Toilet Size 


Med. 


Ol C Large 
Pkg. 2 Pkg. 


Triple -Fresh 
BREAD 


4 


